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FURTHER DATA ON ARCHITECTURAL 
REGISTRATION IN CALIFORNIA 


By WINSOR SOULE, F.A.I.A., President 


California State Board of Architectural Examiners 


With regard to recently published stateme 
architects in California, it should be pointed out 
has ever been sent out by the Board nor has tl 


It has been assumed bythe Board 
that the profession at large, would 
readily understand that a profound 
depression lasting over ten years, would 
have the effect of raising "ages" of 
Architects and reducing the number of 
new men applying for licenses. The 
Board has information that these two 
conditions do, in fact, exist in other 
parts of the country. However, in 
1942 the Board of Architectural Exa- 
miners took a poll of all registered Ar- 
chiteets in California, numbering at that 
lime 1275. From this, five hundred 
replies were received, the data from 
which was analyzed as follows: 


Min. Max. Ave. 
AGE of Registered 
Architects ....... .27 83 48.9 
Age when registered as 
an Architect ........ 70 
Age at Graduation .... 41 24.7 


Architects engaged in 
private Practice or 
Partnerships 40.8% . .30 83 
Architects employed by 
private Firms and 
Governmental 
Agencies 59.2%.. 
Of those employed by the 
Government, having 
Civil Service 
Status 45% 
Architects licensed, but 
not practicing 2.2% . .44 66 
Architeets in Armed 


Forces 44% 
Army ..12% 
Navy ...22 
Air 4.21 44% 


You will note that the average age 
in 1942 was 48.9 and not 54 
have been informed, 

Of interest to your Chapter, will be 
the data on results of the June 1944 
written examination for candidates de- 
siring to be licensed in California; 59 
candidates took the examination, in 
whole or in part, and as a result, 24 
passed all three Groups of Questions 
and are eligible for license. Of 31 taking 
the examination for the first time, 8 
passed all three Groups. 


as you 


As an index to the relative difficulty 
of the three Groups ‘of questions, 16 
of the 31 passed each of the three 
Groups: 

1—Architectural Design and History 
and Theory of Architecture. 

2— Structural Design and Mechanics 
of Materials. 

3— Architectural Practice and Mech- 
anical Equipment. 

In the Engineering Group, which is 
considered most difficult, 20 men who 
previously failed the written examina- 
tion in this Group, retook it and 16 of 
the 20 passed. The average age of the 
applicants was 343; the youngest appli- 


nts concerning examination procedures and the age df 
that no questionnaire relating to all of the points covered 
he Board officially sought such information from its records. 


cant 25 years of age and the oldest 51 
years of age. The results of this ex- 
amination, and the subject of the exami- 
nation itself are comparable to previous 
years. 

The Board of Architectural Examin- 
ers anticipates that the present number 
of registered architects in California, 
approximately 1300, will be consider- 
ably inereased with the return of serv- 
ice men, and the cessation of War In- 
dustries which have absorbed so many 


men who would normally be candidates 
for Architect's license. 
CEST & 
The Weekly Bulletin of May 30, 1944 


ia Ques- 


Unifi- 


carried an article entitled "Califo 
tionnaire Reveals Data on Registra 


cation." The ar e was what we E 
be ‘factual reporting based on in 
tion released by the State Associ 
of California Architects, Southern 


^ reply by Arthur C. Memmler, 


(f Berkeley, Cal, was published in our 
of Sept. 5, 1944. A letter from A. J. 
ons sta Hughes > . 

eekly Bulletin to sabotac 


and with others printed only h 
sid the er to o f hi 
articles on unific s sent t but 
? did not print it L ause it was against 
personal work with the Instit 
charge of the Institute 
him and he is s nd 


PAUL R. WILLIAMS, of Los Angeles 
is architect for the $315,000 alteration 
of the Flintridge Club in La Canada, 
Cal. into a modern resort hotel. 
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COUSE & WESTPHAL 


General Builders 


12740 Lyndon Ave. HO. 3525 
Detroit, Mich. 


A. W. KUTSCHE & 


CONTRACTORS 


2111 WOODWARD AVE. DETROIT RANDOLPH 0372 


BUILDING CONSTRUCTION 


Co. 


UNiversity 2-3413 


DARIN and ARMSTRONG 


Incorporated 


GENERAL CONTRACTORS 


2041 FENKELL AVENUE DETROIT 


Long Experience — Adequate Facilities — Clean Cut 
Business Procedure 


BLUE PRINTING AND PHOTOSTAT REPR( N 


O & O BLUE PRINT & SUPPLY co. 


CAdillac 0005-001 I 77 Sibley 


ACE BRICK, ENAMELED BRICK, GLAZEL 
TILE DOFING ANI RT 


THIRD AND LARNED STREETS 
RAndolph 5990 DET 


FREDERIC B. STEVENS, IN 


Representatives ior 
ANTI-HYDRO—For Hardening and Waterproofing Concrete 


C. 


BRICK ANI 


ROIT, MICH. 


Armored Concrete Curbir 
Masters 


HEATILATORS ASPHALTS 


H. H. DICKINSON COMPANY 


COMPLETE BUILDERS SUPPLIES 


5785 Hamilton Avenue MAdison 4950 


MURRAY W. SALES & CO. 


Wholesale 
Plumbing and Heating Supplies 
For 
Defense Plants and Houses 
801 W. Baltimore MA. 4200 


FISHER BUILDING 
MAdison 0810 


O. W. BURKE COMPANY 


General Contractor 


Detroit, Mich. 


GLANZ & KILLIAN CO. 


Contractors 


PLUMBING — HEATING VENTILATING 
FIRE PROTECTION SPRINKLER SYSTEMS 
1761 West Forest Avenue TEmple 1-7820 


Certified Concrete 


Main Office: 1485 Gratiot Ave. 


PUNCH. & JUDY THEATRE 
Kerrheval at Fisher Road Ni. 3898 
SUNDAY THRU THURSDAY OCTOBER 1 THRU 5 
Humphrey Bogart - Michele Morgan 
‘PASSAGE TO MARSEILLES'' 
Walt Disney's "HOW TO BE A SAILOR” 


Koenig Coal & Supply Co. 


CONCRETE — FUEL OIL COAL 


CAdillac 1584 


FOX THEAT 


WILSON: 


and Geraldine Fitzgerald 


2nd Week—Bec ginning Friday, September 2! 
e Mid-West premiere of Twentieth 


Featured are Alexander Knox, Charles Coburn 


RE 


BEAUTIFUL INTERIORS 


are created with wall paper 


FISHER WALL PAPER eo. 


hh dng unb wt 

Wall Paper Manufact ountr 
Let Us Help Sau 

5840 Woodward Avenue 

6 LOCAL BRANCHES IN DETROIT 


"Ask Your Decorator 
He will tell you that 


Fisher Wall Paper Co. 


are Michigan's largest wall paper distributors. 


'Turner-Brooks, 
FLOOR COVERING CONTRACTORS 


ACOUSTICAL MATERIALS 


9910-20 Dexter Blvd. 
Detroit, Michigan 


All Types Floor, Wall and Ceilings 


ASPHALT TILE LINOLEUM 
RUBBER TILE CORK TILE 
CARPETS RUGS 
WINDOW SHADES VENETIAN BLINDS 


WOOD MOSAIC PARKAY FLOORS 


Inc. 


TO. 8-2470 
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KEEP THESE DATES 
FOR CHAPTER MEETINGS 
October 24 
November 15 
January 17 
February 20 
March 21 
April 18 
May 15 
June 20 


MODEL IS SHOWN 


The preliminary model of the pro- 
posed Detroit Historical and Industrial 
Museum to be located in the Art Center 
area is on view at the Main Library, 
Woodward and Kirby. The raising of 
funds for the building of this Museum 
is being undertaken by civic-minded 
volunteers working in collaboration 
with and under the direction of the De- 
troit Historical Museum Building and 
Endowment Fund Committee. Ralph A. 
Ulveling, City Librarian, a member of 
the Detroit Historical Museum Building 
Plan Committee, has announced that 
the model of this proposed addition to 
Detroit's Art Center will be on display 
at the Library throughout September 
and October. 


BOLLES SPEAKER 
AT NOON MEET 


"What the Architect Expects of the 
Consulting Engineer" was the topic dis- 
cussed by John S. Bolles at the Ameri- 
can Society of Heating and Ventilating 
Engineers meeting in San Francisco. 

Bolles, architeet for the San Fran- 
cisco Housing Authority, has had con- 
siderable experience in large building 
operations and is quite familiar with 
the various divisions of the building 
industry. His talk brought out some 
new ideas on the work of the consulting 
engineer and its relation to the indus- 
try as a whole, 

Bolles is president of the State 
Association of California Architects, 
Northern Section. 


STATE CAPITOL ISSUE 


From The Lansing, Michigan State- 
Digest Aug. 30, 1944 


One of these bienniums will arise a 
candidate for governor whose chief plat- 
form plank will be, *I pledge my honor, 
if any, if elected, not to promote build- 
ing a new state capitol during my ad- 
ministration.” Hysterical architects and 
contractors will threaten his life. Tax- 
payers will rally to him. Daily news- 
papers will attack his sincerity. Come 
New Year's Day he will be inaugurated. 
Next day he'll appoint a study commis- 
sion to see how soon to commence the 
building. 
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DUTCH EXHIBIT HELD 


AT CORNELL 


An exhibition of modern Dutch ar- 
chitecture and city planning opened 
Aug. 29 at White Hall, Cornell Univers- 
ity. The exhibition is of timely interest 
because of the forthcoming problems of 
the rebuilding of Europe. 

A series of large photographs with 
brief captions traces the development 
of architecture in Holland since the 
Housing Act of 1901. Homes and build- 
ings are not only modern in style but 
make extensive use of glass to take 
full advantage of sunlight. 


Holland has approached its building 
problem from two angles—appearance, 
for which it has a “Board of Aesthetic 
Supervision" in each community; and 
health. The board of supervision re- 
quires high architectural standards as 
well as harmonious site planning before 
a building permit is granted. Health 
benefits from hygienic housing are 
shown in a drop in the death rate from 
18 per 1,000 in 1900 to 8 per 1,000 in 
1935. The tuberculosis rate declined 
from 19 per 10,000 in 1901 to 5 per 
10,000 in 1939. 

It is not known how many of the 
buildings shown in the exhibit are still 
standing. During the invasion of Hol- 
land in 1940 many were destroyed by 
the Germans, and many more may un- 
dergo a similar fate. Out of fear of the 
Allied invasion, the Nazis destroyed 
numerous houses in The Hague to build 
anti-tank fortifications. Much of the 
furnishings and plumbing of demolished 
buildings has been carried off for use 
in the Reich. 

The Exhibition was held at Alabama 
Polytechnic Institute, at Auburn, during 
September, where its showing was ar- 
ranged by Prof. E. Walter Burkhardt, 
ALA. It will be at Albany (N.Y.) 
Institute of History and Art from Oct. 
4 to 22. It is under the direction of the 
Netherlands Information Bureau, Wash- 
ington, D.C., where the first showing 
was held. 


POST-WAR HOME - 


The results of research conducted dur- 
ing twenty-five years by the University 
of Illinois in heating, ventilating, cool- 
ing, insulating, building materials, 
mechanical equipment of buildings, sew- 
age disposal, plumbing, sanitation, home 
management, household art, house plan- 
ning and construction and rural archi- 
tecture is to be gathered, collated and 
made available to solve the post-war 
small-home problem. The university in- 
tends to make this material available 
through newspapers, radio broadcasts, 
conferences, short courses and demon- 
strations, 
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KEALLY NAMED 
CONSULTANT 
Francis Keally, New York architect, 
has been appointed Architectural Con- 
sultant to the National Membership Div- 
" ision of the American 
f € Hotel Association, it 
3 was announced by 
» Charles A. Horr- 
jJ worth, manager of 
* the AHA. Mr. Keally 
for the past 15 years 
has specialized in the 
hotel and restaurant 
field, and has written 
numerous articles on 
hotel modernization 
and restaurants. 
Keally He has been con- 
sultant in the modernization of such 
hotels as the Martinique, Herald Square, 
Aberdeen, Collingwood, Bryant, Har- 
grave, and Prince George, all of New 
York City; of the Carter, Cleveland, O.; 
Rumely, La Porte, Ind.; Van Curler, 
Schenectady, N. Y.; Crocker House, 
New London, Conn.; Book-Cadillac, De- 
troit, Mich.; the Winonah Hotel, Bay 
City, Mich., and the Elkhart Hotel, Elk- 
hart, Ind. He designed the popular fish 
restaurant, Gloucester House, at 59 W. 
51st street, New York City. 


COURSE IN RUSSIAN 

To meet the growing demand, the 
Detroit Institute of Technology will of- 
fer Russian this fall in its regular curri- 
culum. The course will be taught by 
Mr. E. Litvinoff, a highly educated Rus- 
sian who has had much experience in 
teaching this language. The method 
used will be a short cut to basic Rus- 
sian which is a departure from the usual 
method of teaching. 

There is a growing need for this 
language in America, looking ahead to 
war and post-war needs, Men in the 
Army and Navy, aviators, and in fact 
all men going into the service will find 
this an opportunity to master a language 
that may be of great use to them later. 

With the opening up of the country 
of Russia after the war, there should 
be a great opportunity to those in busi- 
ness and travel who are masters of this 
language. 

The advanced and beginners classes 
will meet Fridays, 7:00 to 9:00 p.m. 

The fall semester starts October 6, 
1944. 
—————————————— 
FOR SAL 

Drafting tables, boards, T squares, 
triangles, instruments, books, etc. 
Office equipment of the late Adolph 
Eisen. Apply: Robert Eisen, 1021 
Hammond Bldg., Detroit. RA. 0828. 


———— —ÓÀ 
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MICHIGAN POSTWAR PLANNING COMMITTEE - 
HOLDS LANSING MEETING 


FUTURE MEETINGS PLANNED THROUGHOUT STATE 


The Michigan Postwar Planning committee, of which Walter 


Meeting in Lansing on September 


Couse of Detroit is chairman, 
12, at which many organizations were represented. 


held a 


In the Weekly Bulletin of Sept. 12 the purpose of the program was stated as encouraging the advanced 
planning of private and public postwar construction projects and in the case of publie work, to prepare applica- 


tions to the state for funds to pay for planning on the bas 


authority. 

The Lansing meeting. 
Harry Conrad of American Society of 
Civil Engineers, Kenneth C. Black of 
The American Institute of Architects 
and Henry Reniger of the Associated 
General Contractors, was attended by 
representatives of: State Planning Com- 
mission, State Conservation Depart- 
County Supervisors, City Plan 


arranged by 


ment, 


Commission, City Council, Michigan State 


College, Eaton County Improvement, 
Association, Chamber of Commerce, 
Michigan Chapter A.G.C., Michigan 


Chapter A.S.C.E., Committee for Econo- 
mic Development, American Institute of 
Architects, C.LO., State Journal, Lans- 
ing Boat Club, Lansing Riding Club, 
Parent-Teachers Council, 5 Parent 
Teachers Associations, Rotary Club, 
Lions Club, Kiwanis Club, Exchange 
Club, Zonta Club, East Side Commer- 
cial, and North Side Commercial Clubs. 

This meeting was held under the 
sponsorship of the Grand River Im- 
provement Association and was most 
successíul. The State Journal carried 
a two-column report of the meeting 
outlining the discussions which held. 

The group present was so encouraged 
that they are planning a second meet- 
ing to be held shortly. This appears to be 
the first 
through the efforts of the committee 
that has been held to date and its suc- 
cess is most encouraging toward the 
development of others. 

Three other meetings were scheduled 
for the upper Peninsula for the week 
of Sept. 25—30 and a fourth planned 
The latter is through 
the cooperation of Louis C. Kingscott. 
A.LA. 

Local groups are urged to assist in 
furthering this program by cooperating 
with the Committee in making arrange- 
ments, or consulting the secretaries of 
their respective sponsoring organiza- 
tions in order to organize for meetings 
in their localities. 

Chairman Couse reports that he has 
been carrying on meetings around the 
area in which he lives namely North- 
ville-Plymouth, and already two pro- 
jects are developing, one being a hos- 
pital to cost approximately $250,000, and 
a combination community and school 
auditorium-gymnasium building. 


actual meeting developed 


for Kalamazoo. 


TO FORESTALL BLIGHT 


“What will happen to our neighbor- 
hood when the war is over and the 
building lid is off?" 

"What kind of home will go up next 
door? Will there be hot dog shanties 
and shoddy stores up at the corner?" 

Such questions have been repeated 
in thousands of Greater Cleveland 
homes in past months. Neighbor has 
talked it over with neighbor. 

How can a section of homes, side 
streets and 
so it will grow into a pleasant conven- 
ient place to live both today and in 
1970? 


main streets, be protected 


As a problem, it is a facer. It means 
zoning, up-to-date building codes; plan- 
ning. But something can and must be 
done. 

So today we have the Rocky River 
story — the story of a Cleveland sub- 
urb of 8300 where 
real action is being 
taken against the 
postwar danger. 

In Rocky River's 
City Hall. Mayor A. 
R. Thomas sat down 
with his advisers, city 
planning commission 
members and inter- 
ested citizens. 

President J. Byers 
Hays of Cleveland's 
chapter of The Am- 
erican Institute of Architects laid down 
or discussion a Rocky River 
zoning plan" which is the product of 
months of work by Mayor Thomas and 
Mr. Hays. and which also has been the 
subject of a national study conducted 
at Massachusetts Institute of Technolo- 
gy. 

The master plan, today’s biggest news, 
is not all of Rocky River's projected 
plan. Much credit is due, too, to a group 
of city officials and private builders 
who have modernized the building code. 
Action on that will come soon. 

Soon, too, will come proposals from 
River’s tax delinquent lands committee, 
now preparing a schedule for returning 
undeveloped land to the active market 


J. B. Hays 


"master 


.by wiping out delinquent taxes which 


are over and above possible sales prices. 


Lá —————————————————————————— E 


s of one- -half by the state and one- e-half by the local 


FOR USEFUL MEMORIALS 

“What kind of war memorial should 
we have?" will be asked in many states, 
counties and cities before long. Con- 
troversy is bound to arise between 
those who want useful as well as com- 
memorative structures and those whe 
favor the traditional monument, The 
memorial-for-use idea has much to 
recommend it. It is better especially 
for town and county memorials, which 
could hardly become national shrines. 
A start in this direction was made after 
World War I in the erection of build- 
ings that house meetings and other civic 
activities and are things of beauty as 
well. Examples are the Veterans Memo- 
rial Building in Long Beach, Cal, and 
the Indiana World War Memorials 
main shrine in Indianapolis. 

The utilitarian memorial, moreover, 
offers limitless possibilities. It could 
be a building or it could be, quite as 
valuably, a park, a housing project, a 
drive, a forest, a lake. 

Already this nation has many mon- 
uments, a number of them, unfortunate- 
ly, on the hideous side. Rather than 
add too lavishly to their number after 
World War IL we should honor those 
who died for freedom in ways that en- 
hance the well-being of the living. 

"What kind of memorials to our war 
dead we should build after World War 
II?" Archibald MacLeish, Librarian of 
Congress, and Charles D. Maginnis, past 
president of the American Institute of 
Architects, ask and in separate ways 
answer in the current issue of Architec- 
tural Forum. 

It is a question which also faces 
participants in the contest sponsored by 
the Brooklyn Eagle for suggestions for 
a war memorial to honor Brooklyn's 
war dead. Cash prizes totaling $5,000 
have been offered by this newspaper 
for the three best suggestions submit- 
ted. 

Howard Dwight Smith of Columbus 
O. designer of the Ohio State Sta- 
dium, heads the committee of archi- 
tects who will compile a brochure con- 
taining suggestions and illustrations for 
all types of athletic buildings and facil- 
ities. This booklet will be sent free 
upon request to any group planning a 
war memorial. 
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ARCHITECT HITS 
AFL 'ERROR' 


Use of the term architect by a group 
organizing a Salt Lake City chapter 
of Federation of Technical Engineers, 
Architects and Draftsmen, A F L, “ap- 
pears in error," Raymond Evans, pre- 
sident, Utah chapter, American Insti- 
tute of Architects, has written Paul 
Masters, president of the Salt Lake City 
group. 

"From our point of view, architects 
form a professional group and as such 
are at present represented in this area 
by the Utah Chapter of the American 
Institute of Architects,” Mr. Evans 
wrote, 

"With this idea in mind it appears 
that use of the term architect in the 
Papers was an error and was probably 
intended to refer to architectural drafts- 
men, especially in view of the fact that 
architects as a group are employers 
while architectural draftsmen are em- 
ployees," 

Mr. Masters said upon receipt of the 
letter that employed architects are eli- 
gible for membership in the A F L 
union, while employer architects are 
not. The Salt Lake group, as yet un- 
chartered, is without power to change 
the name of the international, which 
includes the word "architects," he ad- 
ded. 


FIXING THE HOME 
From the Great Falls (Mont.) Tribune 

Someone rang up on the telephone 
and called The Tribune the "blueprint 
kid." We accept the compliment. In a 
good many issues this newspaper has 
endeavored to emphasize the import- 
ance of putting the architects at work. 
We would have them burn some mid- 
night oil, making ready for construc- 
tion and employment when the sol- 
diers come home. We have said that 
there should be scores of blueprints 
ready to help employment. 

There is another way to accumulate 
blueprints—small ones. We were im- 
pressed by an account in an eastern 
newspaper telling how many thousand 
people were already earmarking the 
money to repair their homes just as 
soon as they can get the material. This 
item of what we can do is well worthy 
of consideration. This sort of after-the 
war helpfulness could be pushed into 
the Great Falls picture, It could be em- 
phasized all over the state. It would 
employ thousands of craftsmen. It is a 
composite plan that could become 
mighty effective. 

There is no better investment than 
fixing up the home. The people of Great 
Falls—many of them—have the money 
to make the hammer go. 
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ST. PAUL'S, ALTON 


BOOKS 

ST. PAUL'S CHURCH, by Guy Study, 
F.A.LA. of Study, Farrar & Majers, 
architects, of St. Louis, Mo. Illustration 
by Alfred Majers, A.LA. Mound City 
Press, Inc. St, Louis, Mo. 

This 94-page book is delightful read- 
ing, especially for architects, for it is 
a bit of historical writing about a build- 
ing, St, Paul's Church of Alton, Ill. 
(Episcopal), that has unusual archi- 
tectural merit and historical interest. 
Mr. Study has given the story romance 
and charm—the qualities that make the 
difference between great architecture 
and a building that merely encloses 
space, "commodity, firmness and de- 
light." 

Prompted by a suggestion in a meet- 
ing of the vestry in 1942, that the tower 
which had stood in an unfinished state 
since the tornado of 1860, be rebuilt 
in its original design or, if that were 
impracticable, that it be finished off in 
keeping with the architecture of the 
church, architect Study accepted the 
assignment, which called for much re- 
search into the history of the building. 

So much were the church and the 
community inseparable down through 


the years that many historic events in 
the life of Alton were revealed. 

The telling of the story reveals the 
versatility of the author, his thorough- 
ness as an architect and his ability to, 
bring out the interest which he found 
in his undertaking. For interest there 
is, because Alton is an important town 
that from the start attracted an un- 
usually large number of important men, 
who by bold resolute initiative became 
successful business men and soon set 
about to make Alton a cultural, as well 
as a commercial center, 

This scholarly bit of writing has re- 
ceived more success than was expected 
of it, having received to date some twen- 
ty different reviews, including one in 
The New York Times. 


JUUSEUEECEI T. 
CHARLES STOTZ, A.LA., of Pitts- 
burgh has completed a tour of inspec- 
tion to Ford Museum, Cranbrook and 
the Field Museum in Chicago. He was 
accompanied by Dr. Paul H, Giddens, 
curator of the Drake Museum of Titus- 
ville, Pa. Stotz is architect for Drake 
Well Memorial, a replica expected to 
be started this fall. 
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E A. BAUMGARTH PRIZE GARDENER 


By George W. Stark, in his column, “Town Talk" in The Detroit News, Sept. 14, 1944 
Town Talk's faith in the gardening prowess of Ernest A, Baumgarth and his 


wife, Edith, of Martin road, Birmingham, 


has been amply justified, because the 


Baumgarths have just walked off with six first prizes, one third prize and two 
honorable mentions in the South Oakland Victory Garden Harvest Show. 


Mr. Baumgarth, in case you need to 
be reminded, is the real estate and 
building editor of this newspaper. His 
Victory Garden successes are startling 
evidence of his wizardry in respect to 
the uses of the soil. He is unquestion- 
ably the most earthy real estate editor 
of my acquaintance. It's nice to know 
one who practices his own preachments 

Well, the Baumgarths, whose modest 
garden plot is only 21 by 30 feet, took 
blue ribbons in three different classes 
in tomatoes and in Seneca grapes. 

Not at all satisfied, Mrs. B. (or 
Edith, as I make bold to call her) took 
two firsts all by herself, one in her 
dwarf zinnias and the other for a 
vegetable centerpiece, which I will not 
attempt to describe here. 

In addition, there were a few hon- 
orable mentions, one for the herb col- 
lection, which was featured by a new 
number called finocchio and the other 
for tampala. 

This latter is a new vegeta ble. 
strangely resembling spinach, which 
may be all you care to know about it. 

The finocchio is a herb greatly re- 
sembling the dill, but don't be misled, 
for it really tastes like licorice. 

The Bruce Tuttles, also of Birming- 
ham, were among the first to congra- 
tulate the Baumgarths. They are Victory 
Garden rivals, in a sense, and Bruce 
let it be known that he personally is 
doing all the fall canning of their abun- 
dant crops. Gardener Baumgarth sort 
of wishes that Bruce had not mentioned 
this, It’s a practice that could easily 
spread among men all over Oakland 
County. And, once established it could 
easily get down into Wayne. 

Mr. B. chuckled when he told me 
that at the most recent meeting of the 
Builders Association of Metropolitan 
Detroit he was unanimously elected to 
the Ananias Club, for putting in a claim 
of a tomato plant seven feet tall. 

“As a matter of fact, it was an un- 
derstatement," said Mr. B. “Now I have 
one that measures nine feet, six inches." 


MISS JUNE WICKER of Mangum, 
Okla., has joined the faculty of Geor- 
gia Tech, Atlanta, Ga., as an architect 
to draw plans for postwar expansion of 
school facilities. 

Miss Wicker, a graduate of Oaklaho- 
ma A&M College, Stillwater, recently 
spent 15 months in Recife, Brazil, as an 
airbase architect for the United States 
government. 


"Lee 


MINIATURE ROOMS AT 
DETROIT INSTITUTE OF ARTS 


Under the sponsorship of the City of 
Detroit, 30 miniature rooms designed 
and supervised by Mrs. James Ward 
Thorne, Chicago, are on exhibition at 
the Detroit Institute of Art. 

With the exception of the church 
which is scaled three-quarters of an 
inch to a foot all rooms are on a one 
inch to one foot scale. 

Proof of Mrs. Thorne’s genius lies in 
the fact that photographic illustrations 
of the miniatures give the impression 
that they are real rooms but each occu- 
pies less than 30 inches in length with 
depth and height in proportion, 

From the standpoint of architecture, 
furnishings, Mrs. 
Thorne has been so sound as to period 
and style that these miniatures may 
well be considered authority for pres- 
ent day reproductions or adaptations of 
rooms for our homes. 

Craftsmen from many countries (in- 
cluding a London policeman who makes 
miniature silver) have been commis- 
sioned by Mrs, Thorne to execute her 
designs and a large part of the work 
is done by her. 

One of the remarkable features of 
these miniatures is that there is about 
many of the rooms an atmosphere of 
being lived in — a window half open 
here, flowers here and there, or a case 
for a musical instrument left on a 


decorations and 


window seat. 

Mrs. Thorne's searches for accessories 
must have been tireless and her ability 
to adapt objects to other than their 
original purpose is responsible, many 
times, for the success of an entire room. 
For example, the landscape painting 
over the fireplace in the English Library 
was the cover of an old card case; but 
its scale, subject and mellowed tints 
made it a candidate for the central ob- 
ject of interest in the fireplace grouping. 

Tapestries are all hand made, some 
being made from petite pointe hand bags 
or tops of powder boxes; and the silver 
dressing table appointments are pin size. 

Many pieces of furniture are copies 
of museum pieces and, unlike some min- 
iatures, will bear close inspection, so 
fine is the craftsmanship. 

The exhibit is open Tuesdays through 
Fridays from 1 p.m. to 10 p.m., and Sat- 
urdays and Sundays from 9 a.m. to 5 
p.m. It is closed Mondays. 


OWNER-ARCHITECT 
AGREEMENT CHANGED 

The A.LA. Standard Form of Agree- 
ment between Owner and Architect 
third edition copyright 1917-1926 is at 
present extant in two different forms. 
The difference occurs under item 5 
wherein the old forms call for 60 per 
cent of the total fee as payable upon 
completion of plans and specifications, 
the newer ones 75 per cent. 

This change was made in the forms 
following action at the Cincinnati Con- 
vention. No distinguishing indication 
appears on the face of the forms. 


PARKER PROMOTES 3 


Changes in officers of the Parker 
Rust Proof Co. are announced by 
Willard M. Cornelius, who has vol- 
untarily resigned as president to be- 
come chairman of the 
board. 

Van M. Darsey, 
technical and service 
director, has been 
elected president, and 
a member of the 
board. Robert W. 
Englehart, secretary, 
and A. C. La Rowe, 
manager of the Mo- 
Mich., plant, 
become vice-pres- 
idents. Glen E. Luke 


renci, 


Darsey 
and Marlin C, Baker continue as vice- 
presidents, and W. M. Cornelius, Jr., 
continues as treasurer, 


Darsey attended Adrian College. 
where he majored in chemistry and won 
the Parker Rust Proof fellowship in 
1926 and 1927. He was graduated in 
1927, and immediately started work with 
Parker Rust Proof. He is a member of 
the American Chemical Society, Ameri- 
can Society of Testing Metals, the 
Society of Automotive Engineers and 
the Engineering Society of Detroit 


ARCHITECTS APPOINT 
POSTWAR COMMITTEE 

Utah architects and builders may join 
in ihe growing campaign to start "dream 
castles" which may be made real homes 
in a prompt nation-wide home building 
program to cushion the immediate post- 
war period. 

Raymond J. Ashton, president of the 
Utah Building and Construction Con- 
gress (and president of The A.LA.) at 
the groups regular meeting Sept. 6 at 
Salt Lake City's University Club, ap- 
pointed Chester P, Cahoon, R. L. Irvine 
and George W. Ashton as a commit- 
tee to investigate the desirability of 
sponsoring home building forums and 
displays of materials and equipment 
in the larger cities of Utah. 
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GALBRAITH NEW HEAD 
OF STOCKTON, CAL. 
ARCHITECTS 


Victor Galbraith was elected district 
adviser of the Stockton Chapter of the 
State Association of California Archi- 
tects, and Eric W. Johnson was elected 
secretary at a meeting recently, Gal- 
braith succeeds Frank V. Mayo. 

The chapter will provide speakers for 
the Home Flanning Institute, which will 
be held this fall under the auspices 
of the adult education program of 
Stockton High School. 

The chapter is endeavoring to focus 
attention upon Stockton's and San Joa- 
quin County's share of the state post- 
war planning fund, which amounts to 
$189,836 of the state's $10,000,000 alloca- 
tion. The fund is for the purpose of 
creating a work-pile of plans on neces- 
sary projects. These will create con- 
struction jobs as soon as material is 
available. 


JOHN HOWARD STEVENS, secre- 
tary, Maine Chapter, A.LA. — "Let me 
start by making this a letter of appre- 
ciation for the Weekly Bulletin of 
The Michigan Society of Architects, 
which you have been sending us for 
several years now. 

"It is indeed news when we have to 
learn from the Bulletin of the Michigan 
Society that one of our members, Am- 
brose S, Higgins of Bar Harbor, is head- 
ing up a toy industry. 

"I am wondering if we can purchase 
sufficient copies of No. 35 dated Aug. 
29 so that we could send a copy to each 
of our members. We would require 17 
copies. If these are available please 
send them to me as soon as possible 
and I shall remit the cost." 


N. Y. CHAPTER FORMS 
CRITICISM COMMITTEE 

The New York Chapter of The Ame- 
rican Institute of Architects has formed 
a new chapter committee on architectu- 
ral criticism and esthetics, Arthur 
Holden, president of the chapter, 
announced. The meeting was held 
at 500 Park Avenue, where the ex- 
hibit of New York City post-war 
development is being shown. Mr. 
Holden said that analytical and 
constructive criticism by architects will 
not only be mutually beneficial, but will 
give the general public better under- 
standing of the technique of planning. 

Edwin A. Salmon, chairman of the 
City Planning Commission, spoke on 
the work of his commission. He and 
Commissioners Irving Huie, Lawrence 
Orton and Cleveland Rodgers were 
guests of the chapter at a dinner at 
the University Club before the meeting. 
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SUGGESTED PLAN OF WAYNE UNIVERSITY CAMPUS 


The radial design which groups the buildings around an octagonal inclosure was sketched 
by the Board of Education Department of Building and Grounds. The building which 
punctuates the center of the design is planned for an astral observatory. Estimated cost 
of obtaining the 100 acres is in the neighborhood of $5,000,000. This does not include the 
50 acres for the Medical Center. The three blocks already acquired cost around $600,000. 


* # 


* - 
SCHOOL BOARD SEEKS 
27-BLOCK WAYNE CAMPUS 

The Board of Education has turned 
over to the City Plan Commission ten- 
tative sketch of the proposed campus 
for correlation with the master plan, 
shown herewith. 

City Flan Commissioner George F. 
Emory expressed the willingness of his 
department to receive the sketch for 
study and comment. 


* + s: 

It was understood that, while three of 
the twenty-seven blocks have already 
been acquired, practically the whole 
plan is yet in a formative state. 

Expenditures for new construction 
exclusive of land in what Executive 
Vice-President David Henry qualified 
as the "more immediate or at least not 
too distant future" may run to $12,000, 
000 for the campus and $10,000,000 for 
the Medical Center. 


Of damage reported thus far to the 
shrines and churches of Italy by the 
swirling tide of war the situation might 
be summed up broadly as follows: No 
damage south of Naples; between Naples 
and Rome shrines and monuments have 
suffered in considerable numbers; north 
of Rome to Florence there has been 
hardly any damage, since the advance 
of the Allies became more rapid and 
there was less resistance. 

This broad picture was painted by 
Col. Henry O. Newton, of Los Angeles, 
ecclesiastical architect and a Fellow of 
The American Institute of Architects, 
who is a special representative of the 
War Department's Commission on Mon- 
uments, Fine Arts and Archives. Colo- 
nel Newton has just completed an 
extensive tour of the Italian area now 
in Allied hands. He praised the accom- 
plishments of the Subcommission on 
Monuments, Fine Arts and Archives of 
the Allied Military Government, saying 
that the officers of the Fifth and Eight 
Armies have been extremely zealous 
and often have worked under artillery 
and other fire to carry out their mission 

Col. Newton had the opportunity to 
explain the whole program to His Holi- 
ness Pope Pius XII during a 35-minute 
audience he received with the Holy Fa- 
ther. Some 40 churches and shrines in 
the Naples area have been destroyed or 
damaged, but he is convinced that all, 
including the Church of Santa Chiara 
in the heart of Naples, the walls of 
which are still standing can be rebuilt. 
All of the churches except Santa Chiara 
have been reroofed temporarily or per- 
manently and much of the work of res- 


toring the interiors has been carried 
forward. 

Nine deposits of Italian paintings and 
statuary have been recovered by the 
Allies in Northern Italy. Fourteen re- 
main in German hands, but their lo- 
cation is known and every precaution 
is being taken to prevent their des- 
truction, he said. Those in Allied hands 
are being well guarded. 


RICHARD NEUTRA IN 
PUERTO RICO 

Richard J. Neutra, ALA., of Los 
Angeles, has been absent from his home 
city for the past year, teaching at Ben- 
nington College and designing hospitals, 
schools, health centers, etc. for the In- 
sular Government of Puerto Rico, where 
he is at present. 

Mrs. Neutra writes, “I enjoyed read- 
ing your reprint of Elsa Maxwell’s ‘Con- 
crete for Moses’ and shall send it to Mrs. 
Rex Tugwell who wrote me recently in 
regard to the Moses article.” 
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TOMORROW'S WORLD 

In June issue of “Everybody’s Week- 
ly,” the Sunday magazine section of the 
Philadelphia Inquirer, Sunday Editor 
Samuel S. Schwab started a series of 
articles under the title of "Tomorrow's 
World,” in which he set forth graphi- 
cally some of the great advances in 
science and human living that could be 
expected in the post-war period. 

Now the idea has expanded into some- 
thing that is attracting widespread at- 
tention. Under such by-lines as Ray- 
mond Loewy, the industrial engineer; 
George B. Brigham, Jr., associate pro- 
fessor of architecture at the Univer- 
sity of Michigan; John L. Stephens, re- 
frigeration expert, and others, appear 
weekly articles that tell of such im- 
pending improvements as post-war ve- 
hicles, pre-fabricated houses, changes in 
heating methods, new foodstuffs, 1,000- 
passenger airplanes, packaged furniture, 
germ and dustproof living quarters, 
hygienic nurseries, and other marvels 
cf efficiency. 

Editor Schwab says he now is deluged 
with letters from all over the country, 
private citizens and big industrial con- 
cerns wanting to know where they can 
obtain further information on this and 
that given project. He says he has 
never in all his newspaper experience 
edited anything with more reader in- 
terest than this timely subject of “To- 
morrow's World." 


NEW PRODUCERS CHAPTER 
FOR PORTLAND 


September 27 had been fixed as the 
date for the chartering meeting of a 
new Produce: Council Chapter of 
Portland, Oregon. A local organizing 
committee composed of A. W. Barlow 
(Otis Elevator Co.) Chairman, A. E. 
Dock (Chamberlin Metal Weatherstrip 
Co.) and Mr. Shanks (Gladding, Mc- 
Bean Co.), has been organizing the 
representatives of Council members. 

From 20 to 25 charter members were 
expected at the inauguration dinner. 
This will be the first new Chapter since 
Pearl Harbor. However, The Council is 
looking into the possibilities in a num- 
ber of other places. 


BRYANT F. HADLEY and E. C. 
WORTHINGTON, opened offices in the 
Myers building, Springfield, Ill, 

Hadley has been architect for the Le 
Tourneau company at Peoria and Vicks- 
burg, Miss. and Worthington has been 
with the Federal Housing Administra- 
tion designing and constructing war 
housing in the north central states. 


GETS HOUSING POST 


Appointment of Joseph Henry Oren- 
dorff as executive director of the Citi- 
zens Housing Council, of New York, 
was announced by Harold S. Butten- 
heim, president. 

He is an architect who has had con- 
siderable experience in housing and 
city planning work. In 1941 he was 
chosen as senior project manager of 
the United States Housing Authority. 
Later he became active regional direc- 
tor for development of the Federal Pub- 
lic Housing Authority, Region V, with 
headquarters in Cleveland, and resigned 
that post to become associated with the 
Citizens Housing Council, N. Y. He suc- 
ceeded William W. Brill, who recently 
resigned as acting exécutive director 
to engage in real estate and building 
work. 


W. W. SCHEICK, an instructor in the 
school of architecture at the University 
of Illinois, conducted a meeting of the 
Home Planning institute held on Sept 
15, at Bloomington, Ill. 

Mr, Scheick has had practical ex- 
perience zs an architect, in addition to 
serving as a member of the faculty at 
the U, of I. His talk was on "Design 
and Setting of the New Home." 


* * * 


ALBERT KAHN, INC, architects and 
engineers, Detroit, have been given the 
"go sign" on completion of preliminary 
plans for the proposed million-dollar 
war memorial airport and community 
center at Evansville, Ind. 


* * * 


MRS. FRANCES M. WOLF KEIMIG, 
of Elizabeth, N.J., has given 100 archi- 
tectural books belonging to her late 
husband, Louis J. Keimig, to Fordham 
University, The books contain a history 
of architecture in this country. Italy. 
France and England. 

Keimig was an architectural ilius- 
trator and artist and had studied in this 
country and Europe. 

* * * 

LUCIAN MINOR DENT, A.LA. has 
been added to the faculty of Memphis 
Academy of Arts. 

Mr. Dent studied at the University 
of Virginia School of Architecture and 
later under Fiske Kimball, Richard 
Hunt and Edmund Campbell. He spent 
a year at the school of Fontainebleau 
under G. Gromort and Jacques Carlu 
and studied water color painting under 
Henri Walbert and etching under M. 
Ouvre. 

In addition he illustrated *God Shakes 
Creation" by David Cohn. He is pres- 
ident of the Memphis Division of the 
Tennessee Chapter of The American 
Institute of Architects. 
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N. Y. POSTWAR PLANNING 
AWARDED TO PRIVATE 
ARCHITECTS 


New York State's attitude of diver- 
ting the design of post-war projects 
from civil service Architects and En- 
gineers to private technicians is viewed 
with much alarm by the civil service 
employees. 

A recent bulletin issued by the New 
York State Post-War Public Works 
Planning Commission, entitled "Second 
Interim Report of the New York State 
Postwar Public Works Planning Com- 
mission," lists a number of projects, 
commissions for which are to be award- 
ed to architects in private practice. 

Commenting on this action an article 
in CHIEF, publication of civil service 
employees, states: 

"A study of the above figures defi- 
aitely indicates that Commissioner 
Charles H. Sells of the State Depart- 
ment of Public Works has favored the 
use of private Architects in post-war 
planning over the use of the civil serv- 
ice technicians in his own Department. 
Such an attitude is contrary to that of 
past Commissioners of Public Works. 
Previously the Commissioners developed 
their staffs to a degree of highest ef- 
ficiency and accomplishment. Practical- 
ly all of the architectural work of the 
State was executed by the Civil service 
technicians. Formerly Commissioners 
of the Department have publicly testi- 
fied for the performance of their civil 
service technical staffs. 

“Incidentally, Commissioner Sells was 
responsible for inserting a clause which 
allows the use of private Architects and 
Engineers in the Public Works Omnibus 
Bill, which was passed by the 1944 
Legislature and signed by Governor 
Dewey over the objections of the Civil 
Service Forum and the Civil Service 
Technical Guild. 

"The continued use of the private 
technician in the planning of public 
works, with the utter disregard of civil 
service personnel, is demoralizing to 
such personnel as well as an utter waste 
of the accumulated experience of such 
a staff 

"In addition the cost of private de- 
sign of publie works is more expensive, 
as many surveys have proven. Thereby 
an unnecessary burden is imposed upon 
the taxpayers of the State of New York." 

ECHLIN M. KAAKE, a project man- 
ager with Albert Kahn Associated Ar- 
chitects & Engineers, Inc. conducted 
the first fall session of the eighteenth 
term of the estimating school of the 
Builders & Traders’ Exchange, of De- 
troit, on Sept. 11. Classes are held Mon- 
day evenings in the plan room of the 
Exchange, 439 Penobscot Building, 
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ADVANCE PLANNING FOR RECONVERSION 


Building Boom for Altoona 
Is Now Certain 

War restrictions have caused a back- 
log of 2,000,000 homes waiting to be 
built in the United States, according to 
B. Kenneth Johnstone, head of the de- 
partment of architecture at Penn State, 
which is conducting a series of six 
informal classes in Altoona on "Building 
or Buying a Home." 

"There will undoubtedly be a flood 
of residential building when labor and 
materials are available," said Johnstone, 
"but building requires careful plan- 
ning. We are offering this course to 
help the people of Altoona understand 
the problems involved in home owner- 
ship." 

Sponsored by the Altoona Chamber 
of Commerce, the course includes be- 
sides the discussions, a notebook of li- 
terature and suggestions furnished as 
a regular part of the course. 

Postwar American homes will be built 
of brick, stone and wood instead of the 
newer building materials, and there will 
be no drastic changes in building styles, 
Johnstone believes, 

"Any changes in style or materials 
will come very gradually. New buiid- 
ing materials are being developed, but 
they have not yet proved themselves 
as to quality and cost," he pointed out. 


* + * 


CHARLES E. BUTNER architect of 
Salinas, Cal, has been hired by Santa 
Cruz county supervisors as architect 
for the county's proposed postwar build- 
ings. Additions to the county hospital, 
courthouse, a county office building 
at Freedom and in the Pajaro district 
are included in the postwar plans. 

* è »® 

JOSHUA H. VOGEL, A.LA. oí Seat- 
tle, Wash., spoke on “Town Planning— 
before and after” at a dinner meeting 
of the Tacoma Engineers Club and the 
Tacoma Society of Architects on Sept. 
13. The meeting was devoted to the 
subject of planning Tacoma’s future. 

E. T. Mock, architect, spoke on “The 
Mechanism of Town Planning”; Clyde 
T. Pearson, architect, on “Planning Pit- 
falls.” 

Vogel is a brother of Willis A. Vogel, 
A.LA,, president of the Toledo Chapter, 
A.LA. Willis was in Detroit last week, 
with Mrs. Vogel, celebrating their thir- 
ty-fifth wedding anniversary. They have 
two sons and a daughter in the Services. 

H. GEORGE FINK, former Coral 
Gables, Fla. architect, is planning to 
reopen his office in Miami. For several 
years he has been employed by Roberts 
& Co. of Atlanta. 


TOWN HOUSE BOUGHT 
WILLIAM VAN ALEN, A.LA. re- 
cently bought this town house and 
small apartment building, at 119 E. 
Sixty-fourth Street, New York City, 
from William H. Gompert, A.LA. As- 
sessed at $43,000 it was the residence 
of the late Charles A. Platt, F.A.LA. 
WALTER F. BOGNER, A.LA., asso- 
ciate professor of architecture of the 
Harvard School of Architecture, was the 
speaker in the educational recondition- 
ing lecture at Cushing hospital Sept. 7. 
His talk entitled "Construction of 
Post-War Homes" dealt with design 
and improvements possible in homes 
after the war. He also went to some 
of the wards and spoke to the boys 
who are unable to attend the lectures. 
* * + 


MEMBERS NEW ORLEANS CHAP- 
TER, ALA. and Louisana Architects’ 
Association attended a meeting of the 
Louisana Section of the American So- 
ciety of Civil Engineers in New Orleans 
Sept. 15. W. H. Scales, engineer and 
southern manager of the National Lum- 
ber Manufacturer's Ass’n. spoke on “A 
Decade of Progress in Lumber Con- 
struction and Materials” Mr. Scales 
is president of the American Ass'n. of 
Engineers, and an authority on wood 
technology and lumber and timber uti- 
lization 


PRODUCER'S COUNCIL, INC. 
hold its 21st Semi-annual meeting at 
Hotel Roosevelt, in New York City. 
Nov. 27, 28 and 29, 1944. 


will 


* 


LAWRENCE C. WHITSIT, Highland 
Park city engineer since 1918, and as- 
there for 
years before that, received the Veter- 
Award of the Public 
Works Association at its fiftieth annual 
congress just held in St. Paul, Minn. 
The award is made to public 
of 30 years' service who have been mem- 


sistant city engineer four 


an's American 


vants 


bers of the association for five years. 
Four other awards are to be presented 
this year. Whitsit, a University of Mich- 
igan graduate, was president of the 
Building Officials Conference of Mich- 
igan in 1940 and 1941. A son, Capt. 
Robert J. is with a tank destroyer 
battalion in Italy. 


GEORGE MARSHALL MARTIN, 
A.LA. has been named to the War 


Memorials Committee of The American 
Institute of Architects. He will be rep- 
resentative of the Great Lakes District. 

Martin was selected to the committee 
by Paul P. Cret, Philadelphia, chairman. 
The function of the committee will be 
to select the most practical structure 
that can be chosen for a memorial and 
symbol of well-being and progress. 

Martin has been actively interested 
in affairs of the Institute since assum- 
ing membership in 1927. He has at 
various times occupied the positions of 
president, vice president and director 
of Cincinnati Chapter, A.LA. He is a 
member of the architectural firm of 
Potter, Tyler & Martin, 


New 


47 Watson Street, Detroit 


Term 

Beginning September 25, 1944 
DAY, EVENING, SATURDAY AND SUNDAY CLASSES 
SATURDAY MORNING CLASSES FOR CHILDREN 


ART SCHOOL OF THE 
SOCIETY OF ARTS & CRAFTS 


MERRIT & COLE, Detroit architects, 
have reopened offices at 7376 Grand 
River TYler 5-8618 and are 
busily engaged in postwar planning, 
mostly on church work for which they 


have become distinguished. 
* 


avenue, 


C. A. CAULKING, supervising archi- 
tect for the Twelfth Naval District for 
the past two and one-half years, has 
resigned his navy post and has returned 
to Santa Rosa, Cal., to reopen his office 

Recipient of two of the highest honors 
accorded civilian employees by the navy 
— the famous navy "E" for efficiency 
and the meritorious civilian award of 
the bureau of yards and docks, Caul- 
kins has reopened his office at 426 Ro- 
senberg building. 

He is an adviser of the State Asso- 
ciation of Archit and a member of 
the American Institute of Architects. 


* 


COLUMBUS CHAPTER, A.LA heard 
Prof. Hoyt Sherman of the Dept. of 
Fine Arts at O.S.U. speak on "Visual 
Perception" at a meeting of Chapter 
members and their wives in Hayes Hall 
on the University campus Sept. 14. 

Prof, Sherman used lantern slides to 
illustrate the application of his method 
to the study of Fine Arts and works of 
the world's great artists. Members of 
the State Board of Examiners of Archi- 
tects were guests of the Chapter. 


* * 


WARE & McCLENNAHAN of Salt 
Lake City are collaborating with Way- 
land & Fennell of Boise, Idaho, as ar- 
chitects on a $200,000 building for Salt 
Lake Hardware Co., as a postwar con- 
struction project. 


J. GERALD PHELAN, president of 
the Connecticut Society of Architects 
and director of the Planning Committec 
of the Connecticut Association for Post- 
war Construction, addressed members 
of the Lions club at a luncheon meeting 
in Bridgeport, Sept. 13. 

Postwar translated 


into tangible specifications on file for 


plans must be 
immediate use when peace comes, he 
told club members. “Industries and in- 
dividuals whose plans are completed 
now will aid materially in providing 
employment during the transition period 


from war to peace,” he stated 
SEATTLE CHAPTER, A.LA., held an 
open city planning at its 
meeting on Sept. 7. J. W. A. Bollong, 
traffic engineer for the city engineer- 


forum on 


ing department, spoke on the effect that 
traffic flow has on city planning and 
Oldrich Mojzisek told of the relation 
of the Seattle port to Oriental trade. 


MRS. FLORENCE B. LA FARGE 

Mrs. Florence Bayard La Farge, the 
widow of Christopher Grant La Farge, 
noted American architect, died at her 
home in Saunderstown, R.I., Sep. 18. 
Mrs. La Farge was 75 years old. 

Mr. La Farge, when he died, six years 
ago, was the oldest living member of a 
family that for many generations had 
been prominently identified with lit- 
erature and the arts in America. As an 
architect, he covered a diversified field 
The range included both designs for part 
of the Cathedral of St. John the Divine 
and for several of New York's subway 
stations. churches 


He designed many 


and memorials in various cities. 
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9303 Hubbell Avenue 


VErmont 6-5500 


VIKING SPRINKLER CO. 


Fire Protection Engineers and Contractors 
Automatic Sprinkler Systems 
^ COMPLETE LINE OF PRE-ACTION DEVICES 


1125 East Milwaukee Avenue 


ALSO 


MAdison 4230 


DETROIT 


THE TOLEDO 
| PLATE & WINDOW GLASS CO. 


Glass Jobbers & Glazing Contractors 


WEAVER-WALL Asphalt Shingles 
and 
ASBESTOS LTD. Asbestos Siding 


Warehouses 


Detroit Grand Rapids Cleveland 


Toledo 


With our many years of past experience 
and newly-acquired craftmenship result- 
ing from our war contracts, we will be 
ready and in an even better position to 
serve on peace-time construction when 
hostilities have ceased. 


Moynahan Metals 
Company 


2658 Porter Avenue 
Detroit 16, Michigan 


Lafayette 1316 


JOHN H. FREEMAN 
Tu hardware 


Architects Bldg. 
Detroit | 


Phone 
TEmple 1-6760 


Members American Society Architectural 
Hardware Consultants 


STANDARD COTTON INSULATION 


Greater Heat Resistance 


* Vermin Proof 


* Moisture Proof 


Best at Lowest Cost 


Tests Prove Greater Efficiency of Cotton | 


"STANDARD COTTON" insulction is the only ALL 
ENCLOSED cotton blanket-type insulation. 
Specify it by name 


Warren Fibre Products Co. 


1040 W. BALTIMORE DETROIT 2, MICHIGAN 
Phone TRinity 1-4030 
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OF ARCHITECTS 


LIKE ALL GOOD AMERICANS] 


We have and will continue to devote all our 

manufacturing facilities toward the winning 
of ibe war. After the peace, in place of only air 
craft binges and connectors, we will aqatn 
be al the service of the Architects with 

gregier than ever facilities and technics 
or the design and manufacture of 

d E 


Pom 
ML HOR 


———— 


AND 
HARDE 


— 


g YASCELLANEDUS 


RN ORK 


EXTRUDED ALUMINUM AIRCRAFT 
HINGES AND CONNECTORS 


BRONZE COMPANY 
Always Forward 
3071 Alpine Avenue Detroit 4. U.5.A. 


| 


NOW! A New No-Leak Method 
For Glazing Wood Sash 


Excellent Ideal for 
for Sash All Outside 
Manufacturers Glazing 


_ Out of the Plastic Products Labora- 
tory has come a revolutionary ad- 
vance in glazing wood sash—a better 
method and a better material. The 
L| glass is bedded in Plastoid Elastic 
À Bedding Cement making a rubbery 
bond that will allow for all contrac- 
Hon and expansion and absolutely 
prevent leaks. Then the facing is ap- 
plied in the usual way, with Glaza- 
Wood. The method and the material 
M produce no-eak glazing, and elim- 
, inate the other faults characteristic 
43 of the old procedure . . . Write for 
descriptive literature. 


PROVEN BEST BY ACTUAL TEST 


For complete details see Sweet's Catalog, Vol. 18, Page 1 


COMPANY 


JIT, MÍCHIGAN 


Gas à beit 


One commodity, the price of which 


has not been increased to you. 


MICHIGAN CONSOLIDATED GAS COMPANY 
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THE ARCHITECTS CIVIC DESIGN GROUP 


DETROIT METROPOLITAN AREA 


Volume 18 


: REPORT OF PROGRESS TO SEPTEMBER 15, 1944 


With its September meeting the Architects Civie Design Group resumed its activities after a brief 
interruption during the summer. At this meeting the following program was determined for subsequent 


months: 


The October meeting will be devoted to the correlation and coordination of the general schemes for 
all the areas being studied by its members. This will be done by assembling on two maps, the diagrammatic 


land use and population distribution 
studies prepared by the members, one 
map and set of studies being at a 
scale of 2,300 feet to the inch and the 
other at the scale of 1,000 feet to the 
inch. All but a very few of these 
studies have already been completed 
and the authors of the remaining ones 
are being requested to have theirs com- 
pleted by the next meeting so that the 
overall picture will be whole. 

When these “mosaics” have been 
assembled, it will be possible to make 
the redistributions of densities and 
uses that will appear to be necessary 
to achieve an appropriate pattern over 
the entire metropolitan area, thereby 
forming a sound basis for subsequent 
studies of individual areas. 

For the following meeting, arrange- 
ments have been made for showing 
these assembled studies, duly read- 
justed, at the November 15th meeting 


of the Detroit chapter of the Institute. 
The group hopes thereby not only to 
acquaint the non-participating archi- 
tects of the progress of its work, but 
also to benefit by their sugggestions 
and criticisms. 

As an introduction to the presenta- 
tions to be made at that meeting, a 
brief description is given here, illus- 
trated with typical examples prepared 
by some of the Group's members, of 
each step of the procedure the Group 
has adopted for the execution of its 
program. This technic, created and de- 
veloped by Eliel Saarinen, the Group's 
consultant, was adopted experimentally 
by the Group and has proven to be 
a boon to its program. With this tech- 
nic it takes considerably less time to 
analyze the requirements of an area 
and to arrive at an appropriate solu- 
tion to its broader city planning prob- 


lems than it would by the more com- 
monly used laborious drafting method. 
In addition it prevents the designer 
from diverting his attention from the 
basically essential factors to the myriad 
details that in themselves might be 
formidable problems. Finally, its great- 
est value to the Group is that by pro- 
viding a common language and vo- 
cabulary applicable to all areas, it per- 
mits independently executed studies to 
be brought together to present a uni- 
fied picture. 
See CIVIC DESIGN—Page 5 


EARL H. REED, architect, spoke on 
"Architecture in War Torn Europe" 
before the Illinois Society of Archi- 
tects at its monthly dinner meeting 
Sept. 26 in the clubrooms of the Chi- 
cago Bar association, 


GIBRALTAR ALL PURPOSE CONCRETE 


"The all-purpose ready mixed dry concrete"—a scientifically prepared mixture of dehydrated sand 
and gravel with cement to obtain the maximum strenght. 


GIBRALTAR BRICK-SET MORTAR 


The NEW Dry Ready Mixed Brick Mortar Contains Everything 


| 


|GIBRAL 


48 State Fair Avenue West 


Telephone TOwnsend 


"SPECIFY GIBRALTAR FLOORS' 


TAR FLOORS INC. 


Detroit, Mich. 


8-0045 Telephone TOwnsend 8-0044 


Da Koh ia TAA 


COUSE & WESTPHAL 


General Builders 


12740 Lyndon Ave. HO. 3525 
Detroit, Mich. 


A. W. KUTSCHE & CO. 


CONTRACTORS 
2111 WOODWARD AVE. DETROIT RANDOLPH O372 


BUILDING CONSTRUCTION 


UNiversity 2-3413 


DARIN and ARMSTRONG 


Incorporated 
GENERAL CONTRACTORS 


2041 FENKELL AVENUE DETROIT 


Long Experience — Adequate Facilities — Clean Cut 
Business Procedure 
AND PH OSTAT REPRODUCTIC 


o & T, BLUE PRINT & SUPPLY co. 


CAdillac 0005-0011 77 Sibley 


j 


FACE BRICK 


ANTI-HYDRO—For H 


RAndolph 5990 


FREDERIC B. STEVENS, INC. 


THIRD AND LARNED STREETS 


aterproofing Concrete 


DETROIT, MICH. 


HEATILATORS 


5785 Hamilton Avenue 


H. H. DICKINSON COMPANY 


COMPLETE BUILDERS SUPPLIES 


ASPHALTS | 
MAdison 4950 | 


MURRAY W. 


Wholesale 
Plumbing and Heating Supplies 
For 
Defense Plants and Houses 
801 W. Baltimore MA. 4200 


SALES & CO. | 


MAdison 0810 


O. W. BURKE COMPANY 


General Contractor 


FISHER BUILDING 


Detroit, Mich. 


GLANZ & KILLIAN CO. 


Contractors 


NTILATING 
R SYSTEMS 


1761 West Forest Avenue TEmple 1-7820 


PUNCH & JUDY THEATRE 
Kercheval at Fisher Road - 898 


WEDNESDAY - THURSDAY Oo 
Monty Wooley . . . "THE PIED PIP 
FRIDAY SATURDAY 
Dennis O'Keefe - Marjorie Reyno UP IN MA 
Sat, || P.M.— DR. RENAULTS SECRET 
SUNDAY THRU “THURSDAY OCTOBER 15 TO 
Ingrid Bergman - Charles Boyer . . . "GASLIGHT 


128 Congress St., W. 


Good Hardware for Over 60 Years 
T. B. RAYL’S 
e ° 


MHOLESALE BUILDERS’ HARDWARE DEPT. 


Retail Store, 1149 Griswold 


FOX THEATRE 


BEGINNING FRIDAY, OCTO 
"THE IMPATIENT YEARS'' 

Starring . . . Jean Arthur - 
A COMPANION PICTURE WILL ALSO BE SHOWN 


ER bth 


Lee Bowman - Charles Coburn. 


BEAUTIFUL INTERIORS 


are created with wall paper 


FISHER WALL PAPER GO. 


Let Us Help You 


5840 Woodward Avenue 
6 LOCAL BRANCHES IN DETROIT 


"Ask Your Decorator’ 
He will tell you that 


Fisher Wall Paper Co. 


are Michigan's largest wall paper distributors. 


ASPHALT TILE 
RUBBER TILE 
CARPETS 
WINDOW SHADES 


WOOD MOSAIC 


9910-20 Dexter Bivd. 
Detroit, Michigan 


'Turner-Brooks, Inc. 
FLOOR COVERING CONTRACTORS 


All Types Floor, Wall and Ceilings 


ACOUSTICAL MATERIALS 


LINOLEUM 
CORK TILE 
RUGS 
VENETIAN BLINDS 


PARKAY FLOORS 


TO. 8-2470 
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Advance Notice of Meeting 


DETROIT CHAPTER, A. I. A. 


RACKHAM BUILDING, DETROIT 


Tuesday, October 24, 1944 
BOARD MEETING 4:00 P.M. DINNER 6:30 P.M. 


Annual Meeting and Election of Officers. 
Also Illustrated Lecture On Solar House 
Further announcement next week. In the meantime reserve this date 
and plan to attend your annual meeting, show your appreciation to cutgoing 
oHicers, elect new ones, enjoy an interesting program. 
$2.25 dinner for $1.25. (Your Chapter pays the difference). 


BARCUS SHOWS SLIDES 

Frank Barcus, delineator with the 
Detroit City Plan Commission, showing 
lantern slide pictures of color photo- 
graphs taken on his recent trip to New 
York City, was the feature attraction at 
the Detroit Chapter, A.LA. dinner meet- 
ing in the Rackham building Sept. 20. 

The dinner followed a meeting of the 
Chapter Board and was presided over 
by Chapter president William E, Kapp. 

President Kapp reported on a ques- 
tionnaire from the Institute asking the 
following questions: 

1. Should The A.LA. approve the use 
of Federal funds for housing con- 
struction under Federal direction 
and remaining under Federal own- 
ership? 

2. Should The A.LA. approve the use 
of Federal funds for the aid of 
housing construction. under the 
direction of local housing authori- 
ties and remaining under local 
ownership? 

3. Should The A.LA. approve public 
housing construction wholly under 
direction of local housing authority, 
financed wholly by local funds and 
remaining under local ownership? 

The Chapter Board of Directors had 
answered "no" to the first question and 
"yes" to the other two, 

To an Institute inquiry regarding its 
next convention the Chapter Board had 
favored holding it in the Spring. The 
Board strongly urged that committee 
reports be issued in advance of the con- 
vention. 

Among attendants at this dinner were 
Ernest Wilby of Windsor, Ontario, 
Canada, Fellow of The Institute and be- 
loved member of our Chapter. We see 
Mr. Wilby infrequently and when he 
attends it is considered an auspicious 
occasion. Also in attendance were two 
Chapter members in service, now on 
leave: Lieutenants Arthur Messing and 
Claud Sampson. Members were glad to 
hear of their recent activities. 

Barcus presented an outstanding per- 
formance. He has made color photo- 
graphy one of his several hobbies, de- 
monstrating a keen sense of color harm- 
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PLANT LAYOUTS 

The National Cleaner & Dyer an- 
nounces that it will publish in Novem- 
ber a series of plans, layouts and per- 
spectives of drycleaning plants of dif- 
ferent sizes. The work is being done by 
the grouv of architects, engineers and 
draftsmen in cooperation with the Ar- 
chitectural Record. National Cleaner 
& Dyer has secured the services of the 
one architect who has specialized in 
drycleaning and laundry plant con- 
structions, arrangement and layout. It 
is the most ambitious attempt to serve 
the plant-construction needs of the in- 
dustry that this or any other Paper in 
this field has ever undertaken. 

Interestingly enough, all who have 
studied the subject and have talked 
with drycleaners and laundryowners 
agree that some provision should be 
made in remodeled or new buildings for 
future installations of air-conditioning 
systems, They are said to be astonish- 
ingly inexpensive to operate and not 
too expensive to install. The problem 
will be to get the cooling units after the 
war over the bids of so many other 
industries. The main thing for the dry- 
cleaner to remember is that there must 
be tight windows—possibly no win- 
dows!—and ducts to carry the cool, 
filtered air into the plant and the warm, 
humid air out, the announcement states, 


ony and composition in these views of 
New York City's art and architecture. A 
native Detroiter, Barcus has further dis- 
tinguished himself by his pen and ink 
renderings of Detroit scenes which he 
has compiled in a book, “All around 
Detroit.” 

The next Chapter meeting will be on 
October 24, at which program chairman 
Fred Fairbrother has promised a rare 
treat. This will be also the Chapter’s 
annual meeting and election. President 
Kapp has named a nominating commit- 
tee consisting of Owen A. Luckenbach 
(chairman), Leo M. Bauer, Alvin E. 
Harley and Earl W, Pellerin. The Board 
has elected another committee: Arthur 
K. Hyde (chairman), George F. Diehl 
and John C. Thornton. 


es 


IOWA ARCHITECTS FACE 
EMPLOYMENT PROBLEM 


With the exception of State office 
building plans, Iowa architects are fac- 
ing the postwar era with less than one 
million dollars worth of public con- 
struction in view. The committee on 
building construction of the Iowa post- 
war rehabilitation commission believes 
this amount is most inadequate as time 
is running short. 

The committee reported that $1,500,000 
is available in the state treasury or 
government bonds for construction of 
the state office building and that archi- 
tects plans are ready. 

One member of the committee be- 
lieves that many Iowa communities 
are waiting to see how much help they 
will receive from the government be- 
fore making their building plans, 

However, Professor P. H. Elwood of 
Ames, counselor of the postwar reha- 
bilitation commission, urges communi- 
ties to begin planning future buïtding 
projects now so that the work may be 
started when the jobs are needed. 

Elwood said, “Private enterprise 
should provide more than 90 per cent 
of all construction employment under 
normal conditions.” 

The committee also recommends that 
a building code be adopted in Iowa. It 
points out that sixteen states already 
have such codes and that postwar con- 
struction in the state should be done 
according to safe and modern structral 
design, 


SAARINEN EMPLOYED 
BY ANTIOCH 


Eero Saarinen, of Saarinen & Swan- 
son, Birmingham, Mich., has been com- 
missioned by Antioch (Ohio) College 
to make a long-range campus plan for 
the location of new buildings and maxi- 
mum use of its 850 acres. Saarinen has 
made a first visit to the college to dis- 
cover the flavor of Antioch life and 
learn everything possible about the kind 
of peonle who will be using the new 
buildings. 

"Planning," he Observed, "is much 
more than sitting down with a map and 
a T-square" He had lunch with a 
group of students, met the deans and 
faculty heads of departments, saw the 
motion picture about the college's 
work-study plan, in an intensive two- 
day orientation course. 

Saarinen was accompanied by David 
Greer, city planning specialist also of 
the firm. Buildings to be included in 
the long-range program are a new 
women's dormitory, dining hall, and 
eventually a library, theatre and arts 
building, infirmary, and perhaps an 
engineering building. 
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ARCHITECTONICS 
the bulletin of the Grand Rapids 
Chapter of The American Institute of 
Architéëts < 4 s è sowe 
THE THEORY, widely held in some 
quarters, mainly Kalamazoo, that the 
reason the Chapter has not yet had a 
meeting is because the President was 
took down with a sudden drunk is im- 
material, irrevelant and besides it ain't 
so. The reason is that your President 
was engaged in a long series of diplo- 
with the  Libby- 
Company, who 


matic exchanges 

Owens-Ford Glass 
wished to put on a special program. 
They got their wish. But meantime 
September drifted by and here it is 
practically October, kiddies. 


5 > + 


THE FIRST CHAPTER MEETING of 
the fall will be held in the Hotel Pant- 
lind on Thursday, Oct. 26th. At 5:30 
p.m. there will be a meeting of the 
Chapter: at 6:30 there will be a cocktail 
party and at 7 p.m. a dinner—all FREE. 
If that doesn't get a turn-out, the word 
FREE has lost its magic. 


+ + * 


FOLLOWING the dinner, Mr. H. M. 
Sloan, a Chicago builder, will show 
us slide films of George Fred Keck's 
"SOLAR HOMES" and deliver a highly 
interesting talk on *Daylight Engineer- 
ing in the Homes of Tomorrow." Mr. 
Sloan built many of the Keck-designed 
Solar Homes and is thoroughly 
familiar with every detail of their con- 
struction. Mr. J. F. Busse, L-O-F's 
Detroit representative, is making the 
arrangements for the program. 


* * 


BESIDES THE CHAPTER MEM- 
BERS, Libby-Owens-Ford have asked 
us to invite ten or twelve of the lead- 
ing real estate men, bankers. and 
builders of the city, These guests, of 
course, will not attend the Chapter 
meeting but will join us for the cock- 
tail party and dinner, remaining for 
Mr. Sloan's talk. 

THIS SEEMS like a very good start- 
off for what promises to be a banner 
season. This year we hope to have a 
speaker or an entertainment feature 
of real worth at each meeting. 

CHARLES M. NORTON has been 
re-elected to membership in the Chap- 
ter much to the satisfaction of one and 
all. We are delighted to have you 
back, Charles, and hope you'll enjoy 
the meetings. 

ON OCT. 24th, your president will 
be out in Des Moines, Iowa, addressing 
the convention of the Iowa society of 
Architects at their annual dinner on 
the subject, "What's Right with Archi- 


dE SSTSTTSIZ TTAITSTI IS fESfWBf 


tecture.” He figures in his sly way. 
that all Architects have heard so many 
speeches on the theme “What's Wrong 
with Architecture,” that one acclaiming 
there's something right with it will 
floor them. This speech was booked 
through the Talmage C. Hughes Grand 
Theatrical Booking Agency of Detroit. 
Mr. Hughes is in the market for a 
couple of acrobats and a ventriloquist. 
Send photo and social security number; 
must have own wardrobe. 


P: * 


INCIDENTALLY, the same speaker, 
Mr. Sloan, whom we will hear on 
Oct. 26th, will speak to the Detroit 
Chapter on October 24th. 

You will get a card later to return 
for a reservation, but mark the date— 
Oct. 26th on your calendar now. 

Sept. 27th, 1944 ROGER ALLEN 


GRAND RAPIDS CHAPTER— 
AMERICAN INSTITUTE OF 
ARCHITECTS 
Roster as of September 27, 1944 
1. Allen Roger, 1029 G, R. Nat'l Bank 
Bldg. Grand Rapids 2, Mich. 
2. Baker, John P., 910 West 13th Street, 
Pine Bluff, Arkansas. 
3. Benjamin, Col. Adrian T., 1934 Ben- 
jamin S. E., Grand Rapids 7, Mich. 
4. Blood, Marion F., 809 Wealthy St. 
SE. Grand Rapids 6, Mich. 
Carter, Thomas A., 427 N. Bundy 
Drive, Los Angeles, California. 
6. Flanagen, Paul E., 634 Lake Drive 
SE. Grand Rapids 6, Mich. 
Haveman, James K., 900 Adams St. 
S.E, Grand Rapids 7, Mich. 
8. Hertel, Benjamin W., 1532 Hall St. 
S.E., Grand Rapids 6, Mich. 


e 


9. Knecht, Frederick W., Rockford, 
Mich 
10. Mead, Harry L. 341 Michigan 


Trust Bldg., Grand Rapids 2. Mich. 
1i. Norton, Charles M., 545 Lafayette 
Ave. SE. Grand Rapids 3, Mich. 

12. Osgood, S. Eugene, 515 Cambridge 
Blvd. S.E., Grand Rapids 6, Mich. 

13. Rindge, Warren L., 610 Locust St. 
S.E., Grand Rapids 6, Mich. 

14. Seëger, Ralph E., 839 Iroquois Dr. 
S.E., Grand Rapids 6, Mich. 

15. Thebaud, Victor E., 604 North Park 
N.E, North Park, Grand Rapids, 
Mich. 

16. Vanden Bogert, John, 619 Madison 
Ave, S.E, Grand Rapids 3, Mich. 

17. Weemhoff, Harvey H., 609 Windsor 
Terrace. Grand Rapids 6, Mich. 

18. Steketee, Christian, 621 Murray 
Bidg., Grand Rapids 2, Mich. 

19. Welch, Kenneth C. 1340 Monroe 
Ave. N.W., Grand Rapids 5, Mich. 

20. Zillmer, Emil G., 132 Federal Square 
Bldg, Grand Rapids 2, Mich, 


21. Chute, Percy H., Route No. 1, Lin- 
coln Lake, Gowan, Mich. 

22. Sarvis Lewis J., 201 Bailey Bldg. 
Battle Creek, Mich. 

23. Tuttle, Edward X., 24 Merwood 
Drive, Battle Creek, Mich. 

24. Kresbach, Carl C. F. 1704 Natl 
Bank Bldg, Jackson, Mich. 

25. Heughey, Phillip Cowles, 2130 
South Park, Kalamazoo 35, Mich. 

26. Kingscott, Louis C., 208 Elm Street, 
Kalamazoo 10, Mich. 

27. Page, George R., Hamilton Road, 
Okemos, Mich. 

28. Pratt, Herman John, 834 Fulton 
St, Kalamazoo 26, Mich. 

29. Stapert, Raymond M., 1323 Jack- 
son, Kalamazoo, Michigan. 

30. Stone, William A., 1102 W. Main 
Street, Kalamazoo, Mich. 

31. VanderLaan, Peter, 718 Campbell 
Ave, Kalamazoo, Mich. 

32. Wagner, Randall, 1510 American 
Natl Bank Bldg, Kalamazoo 4, 
Mich. 

33. Ackley, Clark Russell, 1029 Wocd- 
bine St., Lansing, Mich. 

34. Harris, Clarke Edgar, 901 Cooper 
Ave., Lansing, Mich. 

35. Herrick, Ralph B. 511 Rulison St., 
Lansing, Mich. 

36. Holmes, Warren S., 2200 Olds Tower, 
Lansing, Mich, 

37. Langius, Adrian N. 115-A State 
Office Bldg., Lansing 13, Mich. 

38. Rosa, Clarence H., 111 West Barnes 
Ave., Lansing, Mich. 

39. Rudine, Lt. Carl J., U.S.N.R. Train- 
ing Program, A.T.B. N.O.B. 
Norfolk 11, Va. 

40. Simpson, Stanley Gibson, 1510 W. 
Ionia Street, Lansing, Mich. 

41. Stewart, A. Alan, 2200 Olds Tower 
Bldg. Lansing, Mich. 

42. Williams, Malcolm Mills, 645 Ever- 
green Ave, East Lansing, Mich. 

43. Zimmerman, Arthur J., 1326 West- 
view Ave, Apt. 201-A, East Lan- 
sing, Mich. 

44. Hubert, Derrick, 1065 
Road, Menominee, Mich. 

45. Albert, August James, 1649 Peck 
Street, Muskegon, Mich. 

46. DeVries, Bernard J., 1907 Acorn 
Street, Muskegon, Mich. 

47. Valentine, Edwin E., 99 Miller Ave, 
Muskegon, Mich, 

48. Pardee, St. Clair, 111 Natl Bank 
Bldg. St. Johns, Mich. 

49. Harper, Homer, Box 18, Shorham, 
South Shore Drive, St. Joseph, 
Mich, 

50. Bauer, Ralph L. Suite No. 1, 134 
East Front St., Traverse City, Mich. 

Associate Member: 
Schurko, John, 322 Fountain St. N.W., 

Grand Rapids 3, Mich. 
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CIVIC DESIGN-Continued from Page 1 


The first step in this program was the preparation of the “key map" shown 
above, which is used by all members to determine the basic over-all factors that 
influence the size and character of each area. This map shows the tentative and 
approximate locations of the major thorofares, railroads and the principal centers 
of employment (indicated by shaded circles). Within the city of Detroit these 


elements determine the boundaries and 
characters of the various community 
areas, Without the city, the approxi- 
mate locations and sizes of such areas 
are indicated by circles. Each com- 
munity area is a subject for independ- 
ent study by a member of the Group. 
This map was based on studies made 
by Saarinen with the help of J. David- 
son Stephen. 

In the second step, illustrated to- 
gether with the third and fourth steps 
on the two following pages, the ap- 
proximate number, arrangement and 
average densities of the neighbor- 
hoods and other elements of which 
each community is made up is indicated 
by the use of colored symbols, con- 
sisting of circular cut-outs superim- 
posed on a plan showing existing streets 
in the area at a scale of 2,300 feet to 
the inch. Each color denotes a certain 
function, such as residential, school and 
community, and industrial uses. The 
sizes of circles indicate the relative 
areas occupied by the represented func- 
tions, and since each residential symbol 
at this scale represents a neighbor- 
hood of about a thousand families, the 
size also indicates the average relative 
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densities of population—the larger the 
circle, the lower being the density. 
Each neighborhood has an elementary 
School group as a nucleus, while junior 
high school groups serve about five 
neighborhoods and senior high school 
groups a still larger number. 

The third step is similar to the sec- 
ond, except that it is studied at a 
larger scale—1,000 feet to the inch, 
thereby permitting more detail to be 
indicated. Circular symbols are used 
again, but this time each residential 
symbol represents 200 families, thus 
requiring about five symbols to indicate 
a neighborhood represented in the 
previous step by one symbol and per- 
mitting the determination of the com- 
ponent densities within each neighbor- 
hood. Other functions, too, are broken 
down in greater detail. In addition 
some of the major and secondary pro- 
posed thorofares are indicated and the 
shapes of industrial areas are defined. 
Usually it is necessary to return to 
the work of the second step, during 
the progress of this one, to make re- 
visions which prove to be necessary as 
the area is studied in further detail. 


In the fourth step, studied at the 
same scale as the third, symbolism is 
replaced by realism. The actual forms 
of blocks, parks and other large units 
are indicated. Streets are located 
specifically and in general the trans- 
formation from a diagrammatic plan to 
an actual land üse map in recognizable 
form is made complete. In order to 
correlate easily this study with the 
previous ones, the same colors are 
used to indicate like uses. Here again 
it is often necessary to return to the 
previous studies to bring them up to 
date. In fact throughout the entire 
program all elements are kept in a fluid 
state until the work is completed. 

The fifth step will be a more de- 
tailed study of a portion of each area 
and its presentation by means of a 
scale model. 

Finally, in order to illustrate the 
practicability of plans developed on 
such a broad basis, each member will 
prepare diagrams showing how the 
developments he proposes in his area 
can be effectuated in gradual stages 
over a period of about fifty years. By 
this means it will be possible to in- 
dicate that if the first stages are exe- 
cuted in undeveloped or badly de- 
teriorated areas, and other areas re- 
placed subsequently as they deteriorate, 
the transformation will be considerably 
less revolutionary than it would seem 
at first glance. 

See Page 6 


FROM BROOKLYN (N. Y.) 
CITIZEN, SEPT. 11, 1944 

Architect-Politico: Pushing thru the 
brand of legislation that has sent his 
stock over par with his many loyal con- 
stitutents, and earning his groceries via 
architects' blue-prints, keeps Assembly- 
man Alfred A. Lama much on his mobile 
toes . . . Running for re-election with 
the blessing of Demmy Leader Jake 
Gralla's 23rd A.D. regular Democratic 
Org'n, and the additional backing of the 
ALP, Alfred seems assured of remaining 
at Albany for another term . . . 

Lama's Other Chores: Chairman of 
the 73rd Pret. CDVO; sec. of the Joint 
Legislative Committee on Recodifica- 
tion of the Multiple Dwelling Law, and 
a member of the Mayor's Committee on 
Housing . . . Rated one of the topnotch 
architects in our burg, Lama has de- 
signed blueprints for some of the finest 
édifices and structures for more than 
20 yrs. Popular and efficient, he has 
served three terms as prexy of the 
Brooklyn Society of Architects and now 
is sec. of the N. Y. Society of Archi- 
tects .. , Making him the second blue- 
print artist we've discovered in Political 
Lane— the other, Cong, Jim Hefferman. 


CIVIC DESIGN-Continued from Page 5 


The plans on this page represent the 
second and third steps in the study of 
Warren, Michi 
suburbs. These were prepared by 
O'dell, Hewlett and Luckenbach, Archi- 
tects. 

The plan at the left, at the scale of 
2,300 feet to the inch, is typical of the 
symbolized diagrams which when 


n—one of Detroit's 


juxtaposed with those of other area 
presents a complete over-all picture, 
showing its schematic relation to ad- 
and its proportionate 
assignment of population and relative 


joining a 


densities. 

Each light colored circle represents a 
neighborhood, each dark circle (not all 
of which show very clearly in these re- 
productions) a community group con- 


sisting of a school, business recreatio- 


nal and civic centers. 
Above is a plan of the same area 
at the scale of 1,000 feet to the inch, 


showing greater detail, each residential 


circle representing about 200 families. 
t 
circles,) are placed along the periphery 


The lowest density groups (lar 


of the community while the heart of 
the community, which is closest to the 
present town, is occupied by neigh- 
borhood units of higher densities. An 
existing stream splits the community 


into two parts. The rectangular areas 
at the east represent the industrial con- 
centrations. The two north-south streets 
straddling these and the railroad tracks 
are Mound and Van Dyke Avenues. 

These studies are predicted on a 
maximum possible growth of the town 
to a population of about 90,000, occupy- 
ing an area of about 12 square miles, 
This may seem like an ambitious pro- 
gram for a town with a present popula- 
tion of 600, but the theory is that even 
should the town never grow to that 
size, it would do well to follow such 
a plan based on a skeletal scheme that 
is sound. 
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These are the second, third and 
fourth steps in the studies for another 
suburb of Detroit—the area encom- 
passing Oak Park, Berkley, Hunting- 
ton Woods, and parts of Ferndale and 
Royal Oak. These were prepared by 
George Matsumoto. 

The small plan above shows at the 
scale of 2,300 feet to the inch the dis- 
tribution of the principal elements of 
the community, as in the previous ex- 
ample. The sixteen neighborhoods are 
served by three junior high school 
groups and two senior high schools. 

At the upper right is step three, at 
1,000 feet to the inch. This area of 
about thirteen square miles has been 
planned to accommodate comfortable at 
a predetermined average density, a 
population of about 64,404 or any 
smaller number, 

Step four (lower right) indicates 
how the shapes of blocks and street 
patterns follow very closely the patterns 


determined in the previous studies. 
Maintaining the same relationships 
established in step three, the blocks are 
so formed that direct and safe access 
is provided for pedestrians from each 
residential unit to both the elementary 
and junior high groups by which it 
is served. This results in neighbor- 
hoods shaped as "U"s opening out onto 
à common open area for each sub- 
community, in which area is located 
the Junior High group. The secondary 
through streets articulating these sub- 
communities are bounded by open 
areas, and are provided with turns 
and stopping points so as to discourage 
fast through traffic. The highways, 
bounding the community, on the other 
hand, are designed for fast traffic, with 
the minimum number of crossings and 
provided with at least 300 feet of open 
area on each side. 


The large rectangular area in the 
southwest corner is the industrial 
center of the community. 
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VIRGINIA TO RUSH 
ARCHITECTS 

Virginia architects are in 
busiest nine months in history if Gov- 
ernor Darden's deadline of the “middle 
find plans and 
ready for State's 
tremendous program of capital outlay 
construction. 


for their 


of next year" is to 


specifications the 


In commenting on the expansion of 
the Office of Institutional Engineering 
to handle the "examination for approval 
or disapproval" of plans and specifica- 
tions for nearly $20,000,000 in capital 
outlay expenditures, the Governor 
stressed that the expansion is purely a 
temporary affair. In order to provide 
employment for many returning serv- 
icemen, the plans must be ready, he 
said, in less than a year. New personnel 
for the office have been employed for 
only 12 months. 

The OIE is not to make the actual 
plans and specifications. These are to 
be assigned to qualified institutional 
architects, and a special State commit- 
tee now is studying the qualifications 
of various firms with a view toward 
recommending commissions. 


There are believed to be fewer than 
a dozen Virginia firms with sufficiently 
wide experience in institutional design 
and construction to handle the assign- 
ments satisfactorily. 


The OIE's task is restricted to ex- 
amination of the plans and specifica- 
tions prepared by these firms. To cover 
costs of this examination, $245,532.57 
has been deducted from 225 individual 
capital outlay items in the budget of 
33 State Institutions. Governor Dar- 
den and Budget Director J. H. Brad- 
ford have emphasized that this money 


will be "carefully husbanded," and 
that "only a small portion of the 
sum will be needed.” Unexpended 


money “will be returned to the agencies 
concerned as soon as the work plans 
are completed." 

Among these 225 items for which 
plans and specifications must be ready 
by the middle of next year are more 
than 100 new buildings, 11 boiler 
projects, some 20 jobs affecting water 
supply, and sewage, and approximately 
44 remodeling assignments. One Rich- 
mond architect, viewing a list of the 
proposed work, said he believed speci- 
fications might be prepared within nine 
months, "but it would be a tremendous 
job for every qualified firm." 


WALLACE E. DIBBLE, ALA., of 
Longmeadow, Mass, has been reap- 
pointed by Governor Saltonstall as 
associate member of the Massachusetts 
Board of Standards and Appeals. 


MICHIGAN SOCIETY OF ARCHITECTS 


CINCINNATI CHAPTER 
HEARS OF RADIANT HEAT 


Postwar home heating that abolishes 
space-consuming radiators and regis- 
ter, and eliminates the dirt created by 
conventional systems, was described 
by Robert H. Kohl, field service en- 
gineer for A. M. Byers Co. Pittsburgh, 
in an address Yast week before the 
Cincinnati Chapter, American Institute 
of Architecture. 

"People everywhere will be able to 
enjoy the greater comfort and economy 
of radiant-heated homes, schools, fac- 
tories and office buildings, as soon as 
they can be built after the war," the 
speaker declared. 

Kohl affirmed that radiant heating, 
unlike many of the promises for post- 
war homes, has already achieved up- 
ward of a thousand successful installa- 
tions in all types of structures built in 
this country before and during the war, 
and is ready to move ahead into gen- 
eral use as soon as private construc- 
tion is again permitted. 

The common installation, as 
described by the speaker, consists of 
wrought-iron pipe coils located either 
in the floor or ceiling. 

Radiant heating is being adopted, 
Kohl said, "because it makes possible 
substantial fuel savings and provides 
greater comfort than any other heat- 
ing system yet devised." He suggested 
that fuel economy should average 20 to 
30 per cent over other heating sys- 
tems, and supported this claim with 
evidence submifted by families in ra- 
diant-heated house last year in the 
fuel-rationed East, 

The speaker also affirmed that own- 
ers of radiant-heated houses consistent- 
ly point to the elimination of drafts, 
cleaner air, improved health, complete 
utilization of floor and wall areas, and 
elimination of cold floors as other ad- 
vantages of the system. 


most 


IN BARGAINING PLEA 


The first consummated step in the 
collective bargaining field by the En- 
gineers and Architects Association, a 
50-year-old professional body, has tak- 
en place at Burbank, Cal. 

It has effected recognition of itself 
for such purposes, and is negotiating a 
contract. The association, never affilia- 
ted with any labor union, also is before 
National Labor Relations Board with a 
petition covering monthly salaried en- 
gineer employees at Lockheed Aircraft 
Corp. 

The petition is for an election at 
which employees in the appropriate unit 
would have opportunity to choose be- 
tween the association and competing 
A.F.L. unions for the bargaining right. 


PROF. MACKESEY SPEAKS 


ON ZONING 

Thomas C. Mackesey, A.LA., of Cor- 
nell University's School of Architecture 
stated the position of Broome County, 
N. Y. in the statewide progress toward 
model community planning in a meeting 
of 200 at Endicott, N. Y. on Sept. 8. City 
Council, the Board of Supervisors, En- 
dicott and Johnson City Village Boards 
and officials of other groups in the area 
attended. Prof. Mackesey discussing 
*Zoning—Principle and Practice," stat- 
ed that community planning originated, 
in the Colony of Massachusetts in 1690 
when two justices of the peace were 
assigned by their community to set up 
zoning regulations to prevent the en- 
croachment of slaughter houses, with 
their health hazards and nuisance fact- 
ors, on residential areas. 

Since that time the principle of com- 
munity planning has become a peculiar- 
ly American issue, and the formal or in- 
formal adherance to such planning prin- 
ciples has made possible the relative 
comfort and prosperity of American 
villages and cities, the speaker said, 

New York State, the Cornell profes- 
sor said, has taken the lead by enacting 
legislation which provides municipali- 
ties with the legal machinery to set up 
planning systems. 

"It seems only a matter of common 
sense" he said. "that every community 
should avail itself of the authority de- 
legated by the state to regulate its de- 
velopment through zoning regulations. 

"A community with stores, homes 
and factories all jumbled together," he 
added, “ should be just as shocking as 
a house where the gas range is kept in 
the living room and the piano in the 
kitchen." 

Discussing the dollar and cents value 
of zoning, Professor Mackesey made the 
point that every community can save 
thousands of dollars a year in future 
development costs by measuring in ad- 
vance, through community planning, the 
direction and scope of expected growth. 
To illustrate his point, the speaker said 
that nearly every city has found it 
necessary to excavate sewer lines peri- 
odically in order to replace them with 
larger lines suited to the growth of the 
area they originally served. The cost 
of such replacement is far higher, he 
stressed, than the cost of the planning 
factor that would permit original in- 
stallations of sufficient size to care for 
such growth. 


TYSON T. FERREE, well known ar- 
chitect, has reopened his offices in the 
Professional building, High Point, N. C., 
after 18 months in the plant planning 
division of Fairchild Aircraft Corpora- 
tion. He is a member of the N. C. Asso- 
ciation of Architects. 
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NEW YORK CHAPTER 
RECOMMENDS TIME-ZONING 


A need for “time-zoning” to eliminate 
buildings which have outlived their use- 
fulness is stressed by the committee on 
civic design and development of the 
New York chapter, American Institute 
of Architects. 

“We recommend a master plan which 
provides for long-range gradual changes 
in the process of readjustment of New 
York city’s land uses through the in- 
strumentality of time-zoning,” declares 
the committee in its latest report deal- 
ing with city planning problems 

Time-zoning, it is pointed out, is a 
development indispensable in facilitat- 
ing those gradual changes incidental to 
the process or readjustment which is 
always taking place in the city’s land 
uses. This, the committee holds, would 


permit real estate trends to operate, but 
within an orderly framework 


Realtor Man Originated Idea. 

The idea of time-zoning was first ex- 
pressed two years ago by James Felt, 
head of the New York City realty or- 
ganization bearing his name, who then 
declared had such a plan been in ex- 
istence fifty years ago there would be 
no old-law tenement problem now. His 


program called for the setting up of a 
sinking fund into which the owner of a 
building to be erected would be obliged 
to deposit a percentage of the cost or his 
structure annually. This would create a 
reserve which would permit the demo- 
lition of the building at the end of a 
predetermined period, fifty years, for 
example 


Specifically, the architects’ commit- 
tee explained, “there must be a means 
to insure the removel and rebuilding of 
structures that have outlived their use- 
fulness— either because they have de- 
preciated to a condition of physical 
worthlessness; or, because of certain 
other factors, they have become eco- 
nomically obsolete—although still phy- 
sically sound— and so exert a depre 
ciating effect upon other structures in 
their surroundings 

‘It is important to realize that no 
provision for meeting such contingen- 
cies exists, As a result of this ommis- 
sion, structures are often allowed to age 
till they rot, causing conditions of exist- 
ing blight and deterioration in the zones 
to become frozen or grow worse." 


DOUGLAS ORR, FALA., of New 
Haven, Conn. Regional Director for 
The Institute's New England District, 
been appointed by Connecticut's 
Governor Baldwin to a 20-man special 
Advisory Committee to work with the 
state housing authority in a survey 


leading to a postwar housing program. 
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WAR MEMORIAL IN WASHINGTON STATE 


Pierce County War Memoriale is the architects’ 


drawing of the attractive white stucco temporary memorial to the 
service men of Pierce county who have died in the present war, which 
soon will tower 38 feet into the air from the traffic island at the inter- 
section of Broadway, St. Helens avenue 2nd South 9th street. The 
names will be placed on the nine foot wide faces of the shaft, to be 
built on the wide end of the Island. The rectangular portion shown 
in the picture will extend south toward the narrow end of the island. 
A decorative fence, probably of iron, will be built around the edge of 
the island. Loading of buses going up St. Helens will be shifted across 
9th street to the north from the islend.—Drawing by Lea, Pearson & 


Richards, architects. 
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MICHIGAN SOCIETY OF ARCHITEC 


CITIZENS HOUSING AND PLANNING COUNCIL OF DETROIT 
AND THE REGIONAL 


PLANNING COUNCIL 


Present 


MR. GUY GREER, OF NEW YORK CITY 
of the Editorial Staff of Fortune Magazine 


WEDNESDAY, OCTOBER 11, 1944, 3 P.M, 


Subject: "Citizen Participation in the Planning Process" 


FREE — 


OPEN TO THE PUBLIC — 


ARCHITECTS WELCOME 


Auditorium of The Engineering Society of Detroit 


Mr. Grec distinguished economist and 
in Fortune dealing with planning. He was inst 
which has national recognition. His 


ever he ha 


RALPH E. STOETZEL, architect, an- 
nounced that he had resigned from the 
WPB and resumed private practice with 
new offices in the Mather tower, Chi- 
cago. 

* + + 

HERRICK & SIMPSON are architects 
for the central fire station at Lansing, 
Mich., scheduled as one of the city's 
first post war projects. 

=. . s 

ROBERT CERNY, AA, associate 
professor of architecture at the Uni- 
versity of Minnesota, spoke on “New 
Developments in Building the Postwar 
Home” at a dinner meeting of the 
Northeast Lions club at Minneapolis, 
Sept. 24. 

+ + s 

LORENTZ SCHMIDT, ALA., of 
Wichita has worked compre- 
hensive postwar program for improv- 
ing business buildings and is giving 
lectures on it various groups of 
business men Kansas 
chambers of commerce. He has pre- 
pared illustrations which show build- 
ings before remodeling and afterwards 
which he uses with his talk. 

CC 

CLAIR W. DITCHY of Royal Oak. 
Mich, has been employed by the South- 
ern Oakland County Hospital Associa- 
tion for its post war building program, 


out a 


to 


in including 


of article 


writer, is the author of a series 


rumental in deveioping the 


lectures 


have croated 


EUGENE HENRY KLABER, former 
Chicago architect and city planner, has 
been appointed to the faculty of the 
of architecture of Columbia 
university. 


school 


* * + 


MAJOR LEONARD W. S. BINDON, 
A.LA, of Bellingham, Washington, 
member of the Washington State Chap- 
ter, A.LA., has served for the past two 
years with the Army Engineers Corps, 
with headquarters in Seattle and has 
been engaged in construction work at 
army camps and forts in Washington, 
Idaho, and Montana. He looks for- 
ward to the end of the war and his 
return to Bellingham where, he be- 
lieves, considerable development will 
take place. 

Bellingham, in the opinion of Ma- 
jor Bindon, will be the scene of some 
of the most important expansion in the 
Pacific Northwest, the city ideally situ- 
ated for new industries and the de- 
velopment of natural resources, 

He plans to locate there permanently, 
re-entering his professional practice. 

Major Bindon was the architect, 
among other work with the army en- 
gineers, on the construction of the big 
army depot at Auburn, Wash., one of 
the large army projects in that section 
of the country. 


CAdillac 4890 


955 E. Jefferson Avenue 


F. H. Martin Construction Co. 


Detroit, Michigan 


DAVID V. ADDY, Detroit's City Bud- 
get Director reports that Detroit has 
made application for $949,360 from the 
State Planning Commission for financ- 
ing engineering and architectural de- 
signs for Detroit postwar public works. 


+ * * 


ARTHUR M. HOOKER, A.LA, of 
Muskegon, Mich., is architect for the 
proposed new Methodist Church of Hart, 
Mich., to replace the edifice burned in 
Dec. of 1942, “$40,000 bricks at $1 a 
brick" is the slogan for a campaign 
to raise the necessary funds. WPB has 
given the nod, 

s * * 

PAUL W. JONES, A., of La Junta, 
Col. has accepted a contract with Braniff 
Airways to act as chief architect-engin- 
eer in a large construction program in 
the expansion of Mexican air termin- 
als and facilities to do planning and 
engineering in the construction of 26 
air terminals, fields, radio stations, and 
shop and hangar facilities. 

Jones was graduated from the Uni- 
versity of Minnesota in 1928, and from 
Harvard in 1935. He is a member of the 
Minnesota Chapter of The American 
Institute of Architects, and is a former 
architectural instructor in the North 
Dakota Agricultural College in Fargo. 


* * " 

ROY WAKELNIG, A.LA., of Clear- 
water, Fla., has been named by Clear- 
water's Mayor George R. Seavy as a 
member of the Mayor's Postwar Plan- 
ning Committee. 


+ * * 


It looks very much as if the Capitol 
architect, DAVID LYNN, is afraid that 
members of Congress may not be fam- 
iliar with two-syllable words. 

In both the Senate and House office 
buildings the architect has painted large 
signs reading: 

"Library." 

And then underneath, as if to make 
certain there will be no misunderstand- 
ing: 

"Book room." 
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CONCRETE FOR ALL PURPOSES 


Specialists in 


Transit Mixed Concrete Company 


OLDEST CONCRETE CO. IN MICHIGAN 
Slag Concrete - Lighter in Weight - Stronger by Test 
832 CARY STREET Vlnewood 1-4440 


Koenig Coal & Supply Co. 
Certified Concrete 
CONCRETE — FUEL OIL — COAL 


Main Office: 1485 Gratiot Ave. CAdillac 1584 


VIKING SPRINKLER CO. 


Fire Protection Engineers and Contractors 
Automatic Sprinkler Systems 
SO A COMPLETE LINE OF PRE-ACTION DEVICES 
1125 East Milwaukee Avenue 
MAdison 4230 DETROIT 


x al 
CLASSIFIED 
BRAUN LUMBER CORP. TO. 8.0320 Davison & G.T.R.R. 
F. M. SIBLEY LUMBER COMPANY — 6460 Kercheval 
Avenue, Flizroy 5100 R MES 
RESTRICK LUMBER COMPANY — 14400 Wy 
HOgarth 4830. 


COMPRESSORS PSE 


Portable — FOR RENT 
60 to 500 cu. ft.—By Day, Week or Month— 
All Accessories Furnished 


W. H. ANDERSON CO, INC. 


Detroit, Michigan 


THE TOLEDO 
PLATE & WINDOW GLASS CO. 


Glass Jobbers & Glazing Contractors 


Jistributors of 


WEAVER-WALL Asphalt Shingles 
and 
ASBESTOS LTD. Asbestos Siding 


Warehouses 


Detroit Grand Rapids Cleveland Toledo 


BETTER LIGHTING 
SPEEDS WAR WORK 


The WPB recommends that every war 
plant have an adequate and well-designed 
lighting system, to increase production, 
improve workmanship, reduce accidents, 
reduce spoilage and increase speed of 
inspection 


Detroit Edison lighting advisors are 
prepared to cooperate with. architects in 
planning good lighting for war industries, 
for the most efficient use of materials 
and electricity. 


There is no charge for this service, 
which is offered for any plant to be 
served by The Detroit Edison Company. 
Call RAndolph 2100, Lighting Division. 


THE DETROIT EDISON Co. 


43-73 


With our many years of experience and 
newly - acquired craftsmanship resulting 
from our war contracts, we will be in an 
even better position to serve on peace- 
time construction when hostilities have 
ceased, 


Moynahan Metals 
Company 


2658 Porter Avenue 
Detroit 16, Michigan 
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MOYNAHAN 


BRONZE COMPANY 


Malays forward 


WITH DESIGNS, TECHNICS 

AND .MANUFACTURING 

FACILITIES TO ASSIST 

YOU IN THE PLANNING 
OF 


POSTWAR WORK 


ORNAMENTAL METALS 


CUSTOM HARDWARE 


MISCELLANEOUS IRON 


9071 ALPINE AVENUE * DETROIT 4, U.S.A. 


STANDARD COTTON INSULATION | 


* Greater Heat Resistance 
* Vermin Proof 
* Moisture Proof 


* Best at Lowest Cost 


Tests Prove Greater Efficiency of Cotton | 


“STANDARD COTTON" insulation is the only ALL 
ENCLOSED cotton blanket-type insulation 
Specify it by name. 


Warren Fibre Products Co. 


1040 W. BALTIMORE DETROIT 2, MICHIGAN | 
Phone TRinity 1-4030 


NOW! A New No-Leak Method 
For Glazing Wood Sash 


Ideal for 
All Outside 
Glazing 


Excellent 
for Sash 


Manufacturers 


Out of the Plastic Products Labora- 
e d | tory has come a revolutionary ad- 
, | vance in glazing wood sash—a better 
, || method and a better material. The 
| glass is bedded in Plastoid Elastic 
Bedding Cement making a rubbery 
bond that will allow for all contrac- 
tion and expansion and absolutely 
prevent leaks. Then the facing is ap- 
plied in the usual way, with Glaza- 
Wood. The method and the material 
produce no-leak glazing, and elim- 
inate the other faults characteristic 
of the old procedure . . . Write for 
descriptive literature. 
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PROVEN BEST BY ACTUAL TEST 


For complete details see Sweet's Catalog, Vol. 18, Page 13 


PLASTIC PRODUCTS COMPANY ... 


GLASS BLOCK 
YOUR PLANT- NOW! 


Critical materials are not required to 


FOR. 


erect glass block panels in that new 
plant addition—or in replacing worn- 
out sash in existing buildings. Get 
Insulux Glass Block at pre-war prices— 


without delay. 
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M.S.A. BOARD, COMMITTEES MEET 


The meeting of the Board of Directors of the Michigan Society of Architects, held at the Rackham 
Building in Detroit on Oct. 6, was preceded by meetings of the Society's Publication Committee and the 


joint Committee on Unification. 


The Publication Committee, which has to do with the Weekly Bulletin, was attended by all members, 
including Malcolm R. Stirton, chairman; Roger Allen, George F. Diehl, Thomas H. Hewlett, and president 


The Committee met with Talmage C 
Hughes, editor of the 
Weekly Bulletin of 
the Michigan Society 
of Architects, at 3:30 
p-m. and considered 
matters pertaining to 
the publication's fi- f F 
nances, editorial con- 
tent, the manner in 
which it is conducted 
and its proposed 
status as a national 
publication, as of Jan. Thornton 
1, 1945. 

Mr. Hughes stated that for some time 
he had felt that there was a demand 
for publication circulated to all archi- 
tects in the United States and to archi- 
tects only and that the Weekly Bulletin 
was in a good position to fill that need. 
Accordingly, he had applied to the Post 
Office Department to extend his second 
class mailing permit to include approxi- 
mately 12000 architects nationally on 
the same basis as now exists in Michi- 
gan. The request was denied on the 
ground that the additional recipients 
would not constitute paid subscribers, 


since they are not members of the 
Michigan Society of Architects. He then 
obtained the approval of the National 
Council of Architectural Registration 
Boards to submit a similar application 
with the Council as sponsor. This too 
was denied for a similar reason: that 


architects in the several states are not 
directly members of the Council. 

It was then decided to surrender the 
existing second class mailing permit 
and to mail third class instead. 

Mr. Hughes submitted the agreement 
with the National Council. copies of 


which have been furnished the secretary 
of the Society. The agreement is 
essentially the same as that now exist- 
ing between the Society and the editor. 
The third class mailing will solve the 
problem of what to do with local ad- 
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Pinner Meeting = == m 
= = : Detroit Chapter, ASA. 


TUESDAY, OGTOIBER 24, 944 


Board Meets 4:00 p.m. . . . Dinner 6:30 p.m. . . . Program 8:00 p.m. 
ANNUAL MEETING AND ELECTION OF OFFICERS 


Speaker: Mr. H. M. Sloan, Chicago Builder. 

Subject: "DAYLIGHT ENGINEERING IN HOMES OF TOMORROW." 
A sound slide film in color will be shown by Mr. Sloan. The pro- 
gram deals with the Solar House and is under the auspices of 


Libbey Owens-Ford Glass Company. 


Solar housing, à type of dwelling which has been receiving so much attention nationally 
in recent months as one of the most interesting trends in construction when building is 
resumed, will be explained before a meeting of the Detroit chapter of The American In- 
stitute of Architects at Rackham Building, 100 Farnsworth Ave., on Tuesday evening. 

H. M. Sloan, Chicage builder who, prior to restrictions on private construction, erected 
more Solar-type residences than any other individual in this country, will be the speaker. 

Mr. Sloan will appear through the co-operation of Libby-Owens-Ford Glass Company. 
which has inaugurated a long-range program of research housing, with the idea of passing 
along data and findings from time to time to members of the building industry. 

‘Daylight Engineering in Homes of Tomorrow," a sound slide film in color. will be 
shown by Mr. Sloan. 

The picture deals with Solar housing, bringing ouf the fact that proper design makes 
possible the utilization of the sun in winter as an auxiliary source of heat to offset heat 
losses through extra large window areas. The film also discloses how, in addition to fuel 
savings attained, the greater use of the sun's energy makes for more adequate natural light, 
with resultant benefits to occupants impossible to achieve in traditional types of houses. 
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MATERIAL AVAILABLE FOR 
EXHIBITS AND PUBLIC 
MEETINGS 


Exhibit material, slides and illus- 
trated talks to show the principal 
problems and objectives of city plan- 
ning have been prepared by the De- 
troit City Plan Commission. Any 
neighborhood or civic groups sched- 
uling winter programs or discussions 
may arrange for speakers or exhibits 
by calling Cherry 3660, or addressing 
requests to the City Plan Commission, 
601 Water Board Building, Detroit 26. 


“THE HOME OF 
TOMORROW" 


Better Homes & Gardens, one of 
America's leading home and garden 
magazines, is running a series of 
articles, “Tomorrow You Can Live Like 
This.” The second article of the series, 
“Family Hobby Rooms,” appears in the 
current, October issue. 

Better Homes and Gardens has 
worked closely with federal agencies 
in educating the public to “Buy Bonds 
Today for Your Home of Tomorrow.” 

There is a limited amount of display 
material available for windows, which 
stresses this slogan, and which carries 
a direct message to Mr. Postwar Home 
Builder. 

The Ludington News Company, 4735 
Fourth Ave., Detroit, as local repre- 
sentative of Better Homes & Gardens, 
has some exhibition material, available 
free to those who can make good use 
of it. 

Says Mr. Ivan Ludington, president: 
“If you have a window for display 
purposes you will be interested in this 
material—you may secure some, as 
long as it lasts, by calling Temple 
1-6900. A man will bring it to you 
and assist in arranging a display. The 
material is ideally suited for any con- 
cern selling merchandise either for the 
building, furnishing or decorating of a 
home.” 


STEVENSON SPEAKS 
ON CITY PLANNING 


Directors and committee chairmen of 
the Glens Falls Kiwanis Club at a 
dinner meeting last night in The 
Queensbury had as their guests J. 
Davidson Stephen, Detroit and New 
York architect. Mr, Stephen spoke to 
the meeting on the advantages of proper 
city planning for the post-war period. 
He showed and explained a number 
of his designs which had been carried 
out in other cities and advanced sev- 
eral new planning ideas, taking into 
consideration size and approximate 
wealth of the city. 
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AGREE AGAIN HEADS 
ARCHITECTS' WAR CHEST 
William Edward Kapp, president of 
the Detroit Chapter of The American 
Institute of Architects has announced 
the reappointment of Charles N. Agree 
as chairman of the 
Architects’ division of 
the War Chest Cam- 
paign of Metropoli- 
tan Detroit. Talmage 
C. Hughes will again 
act as co-chairman. 
Agree has for many 


years done an out- 


standing job in this 
campaign, having in- Agree 
creased the architects’ quota from a 
few thousand to $17,000. This year our 
group will also be permitted to include 
the special gifts from the large donors, 
which was not true in the past. 
It behooves every 
CML architect solicited to 
do his best in this 
worthy cause, so 
when you are asked 
to contribute, do so 
in the belief that 
there is no better 
e coat service that you can 
WAR CHEST Babai 
This fall’s campaign will begin Oct. 25 
and end Nov. 10. During that time, vol- 
unteers will seek to raise funds which 
will be used to help our allies, our fight- 
men and our neighbors. 


THE TECHNIQUE 
OF THE TERRAIN 

This 228-page illustrated book by 
H. A. Musham deals with maps and 
their use in the field, in peace and war. 
It is published by Reinhold Publish- 
ing Corp., 330 W. 42nd St, New York 
City, priced at $3.85. 

One of the less publicized aspects 
of the war is the vital necessity for ac- 
curate and detailed maps. Keeping 
our armed forces supplied with the 
amazing tonnage of maps required for 
military operations has become a major 
assignment of our lithographic industry. 

This book is intended for all those 
who may require a basic understand- 
ing of the principles of map construction 
and interpretation: Army and Navy 
officers, young men anticipating mili- 
tary service, scoutmasters, surveyors, 
explorers and students of military 
geography. 

It clearly and simply explains how 
to record terrain correctly; the use of 
relief, indications of distance and di- 
rection, coordinates, conventional signs, 
the relation of maps to logistics and 
to aerial photography. 
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ARCHITECTS DEVELOP 
PREFABRICATED HOUSES 

Pierre Blouke, Chicago architect, has 
originated a welded steel unit which 
may be expanded later. Edward G. 
Budd, head of the Philadelphia train 
building company, is studying the 
Blouke house. 

In a letter to Blouke he said: “It is 
our belief that at the start such units 
could be delivered F.O.B. our works. 
Without in any way reducing the qual- 
ity, we believe the price could be 
brought down to $1,500 or $1,800.” 

Another Chicago conceived prefabri- 
cation is the “transportable home” 
developed by Dorr & Minx, architec- 
tural firm and designer of several thou- 
sand factory-built government war 
homes. At the Getzel corporation's Mil- 
waukee plant, where the homes are 
being made. everything is ready for the 
start of a large postwar program on a 
production line bas 

“Transportables” have walls and roof 
folded in such a way that the entire 
house may be moved on a truck. Set 
up in two hours by six men, they are 
ready for use. Every home necessity, 
plumbing, wiring, heating, refrigera- 
tion, and some furniture was installed 
in the factory and is ready for the 
owner. 


PROFESSOR SEES INCREASE 


IN COMMUNAL LIVING 

Fred Lasserre, B. Arch, M.R.A.1.C., 
who helped to plan England's under- 
ground living as a member of the 
famous "Mars Group," today outlined 
some of his ideas of how Canadians 
should live above ground He has ar- 
rived at McGill University to take over 
the post of associate professor of design 
and architecture. 

Professor Lasserre, a graduate of the 
University of Toronto who spent several 
years overseas, was a member of the 
Modern Architecture Research Society, 
which turned out the famous best- 
seller in England "Planned ARP,” a 
volume dealing with air raid protection. 

The new associate professor expressed 
the conviction, following his experiences 
with air raid shelters in Britain and 
his previous observations on the Con- 
tinent of Europe, that Canadians will 
have to turn to planned communal living 

Planned communal living, Professor 
Lasserre pointed out, makes is possible 
for large numbers of people to live com- 
fortably, and healthily within a given 
area. It involves a compromise be- 
tween the commercial exploitation of 
city blocks, in which builders try to 
erect the maximum number of dwell- 
ings at the lowest price, and the high 
priced communities in which detached 
dwellings only are allowed. 
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BOARD MEETING 
(Continued from Page 1) 
vertising and editorial. It is proposed 
to include in Michigan copies only an 
insert containing such matter. This 
would not be possible under a second 
class mailing permit, since all copies 
would have to be identical. Such a 
procedure could be followed by other 

states should they so desire. 


It is believed that after mailing to 
all architects in the United States suf- 
ficient individual paid subscriptions 
could be obtained to reestablish the 
second class mailing permit, perhaps by 
the end of 1945. 


No change of name is contemplated 
at least for the beginning. 

The proposed plan of expansion was 
passed on to The Society's Board, with 
favorable recommendation, and was ap- 
proved by the Board. 

Considerable discussion was held as 
to the change in character of the pub- 
lication because of its national scope. 
To the expression that its personal and 
intimate nature would be lost, the 
editor explained that the insert, for 
Michigan only, would include local 
advertising and editorial of interest only 
to Michigan Architects. 

The unification meeting at 4:30 p.m. 
was attended by Messrs. Black, Allen, 
Thornton, Mead, Gamber, Hughes and 
William E. Kapp, president of the De- 
troit Chapter, A.LA. Chairman Black 
presided. 

Unification in Michigan has pro- 
gressed to the stage where over 855; 
of architects in Michigan are members 
of the Institute, the Society's divisions 
have been dissolved and membership 
in the Society duplicates that of the 
chapters, with one payment of dues. 

The next step is to determine what 
form the State Society will take, 
whether it is to become a statewide 
chapter of the Institute, with branches, 
or be an organization made up of di- 
rectors from the chapters. There are 
considerations to be weighed on both 
sides. The Society has been a vital 
force and it is felt that to break it up 
so that it becomes little more than a 
board of directors, would be a mistake 
If it becomes a statewide chapter of 
the Institute it should be stronger than 
ever. 

On the other hand, the latter pro- 
cedure would necessitate surrender of 
the charters of the Detroit and Grand 
Rapids chapters. These, and any other 
local units established in the future, 
would be branches of the statewide 
chapter, probably called divisions. It 
is planned to have the two existing 
chapters sound out their memberships 
on this point. 

One of the objéctions voiced to this 


plan has been that local units like to 
have direct communications from the 
Institute at Washington, rather than 
second hand, through a statewide chap- 
ter. Chairman Black revealed that. 
through correspondence with the In- 
stitute, he believed that the ordinary 
communications could be sent to all 
chapter branches, as well as to the state- 
wide chapter, the exceptions being that 
in matters such as polls of chapter 
opinions would have to be dealt with 
by the statewide chapter only; members 
would be assigned to the statewide chap- 
ter and delegates elected by statewide 
chapters. In such instances the state- 
wide chapter would pass on these mat- 
ters to its branches and then report re- 
sults to the Institute. 

The matter of incorporation of the 
body poses a problem. At present the 
State Society is a Michigan non-profit 
corporation. It is desirable to retain 
this status, but it could not be done 
should it become a chapter of the In- 
stitute, unless the Institute becomes 
incorporated "to do business" in Michi- 
gan. A technicality has arisen over the 
term "to do business" the Institute 
maintaining that it is not a business 
organization and to become so incor- 
porated in any state would jeopardize 
its status. The State of Michigan, Cor- 
poration and Securities Commission, 
states that the term "to do business" 
means simply to carry out the purposes 
as stated in the by-laws. 

Chairman Black was requested to 
communicate further in an effort to 
clear up this problem. 

Other chapters are contemplated for 
Saginaw Valley and for the Lansing 
area but it is thought desirable to 
defer such action until details of the 
ultimate organization are worked out 

The Society Board meeting, attended 
also by Messrs. Blakeslee, Caldwell, 
Pellerin and Leinweber, held at 8:00 
p.m., received reports from the Pub- 
lication Committee and  Unification 
Committee and, after discussion, they 
were approved. 

President John C. Thornton presided 
and presented matters from the In- 
stitute. One was the questionnaire 
publie housing and the 
Board went on record of favoring Fed- 
eral funds for local housing where con- 
trol is by local authority. The Board 
opposes Federal housing owned and 
controlled by the Federal government. 


concerning 


ERNEST A. GRUNSFELD, WAL- 
LACE F. YERKES, AND WILLIAM 
F. KOENIG have formed the archi- 
tectural firm of Grunsfeld, Yerkes & 
Koenig, and opened offices in the Mc- 
Graw-Hill building, 520 N. Michigan 
ave.. Chicago. 


The following letter from Mr. George 
D. Mason was read: 
“I acknowledge with 
honor an appointment 
d on the Michigan 
Architecture Com- 
mittee. I feel greatly 
the inability of at- 
tending meetings for 
I always enjoy the 
fellowship, and too 
the fact that I can 
meet some of them 
occasionally. Any con- 
ference that I feel 
able to attend I would 


undeserved 


Mr. Mason 


gladly do so. 

“Between a taxi and the office, which 
I can attend until about 5 p.m., seem 
to be my daily curriculum. The firm, 
with me as a critic (?), is my lot. 

"In my 89th year my hardest trial to 
bear is not being able to take the 
active interest that was formerly the 
case, and it is with great pleasure 
that I see the younger members assum- 
ing their responsibilities. 

Very truly yours, 
George D. Mason." 


"DETROIT PLANS ITS 
FUTURE" 


In the belief that good city planning 
can best be achieved only through the 
active participation of informed citizens 
and because of the wide interest in 
similar meetings held last year, the 
Detroit Public Library will present a 
second Discussion Series on the theme: 
"Detroit Plans Its Future." Co-spon- 
sored by the Citizens Housing and 
Planning Council, these meetings will 
present as discussion leaders represen- 
tative persons from Detroit industry, 
labor and government. Detroit's hous- 
ing. transportation, health and recrea- 
tion problems will be discussed con- 
structively. Your duty to your com- 
munity, your family and yourself urges 
your participation. The Detroit Plans 
Its Future Discussion Series 11 will be 
held in the Main Library Auditorium, 
Woodward and Kirby, at 8 p.m. on the 
following Tuesdays: October 17, 24, 31 
and November 14. Admission is free. 


CHRYSLER CORP. TO ERECT 
$3,000,000 SKYSCRAPER 

Reinhard & Hofmeister are archi- 
tects for a $3,000,000 thirty-eight story 
office building between Forty-second 
and Forty-third streets on Third Ave- 
nue, New York City, as an addition to 
the Chrysler Building. 

Part of the new structure will be 
built into the existing setback of the 
Chrysler Building, with additional 
columns planned for the Chrysler Build- 
ing to carry additional floors. 
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By ROGER ALLEN, A.LA. 
Excerpts from an Address Delivered at a Banquet of the Alpha lota Sorority, 
in Grand Rapids, October 7, 1944 


When a man if foolhardy enough to 
announce that he proposes to make a 
speech entitled *A Short History of 
Women," his listeners are entitled to 
expect that his speech will resemble 
those bustles that ladies used to wear. 

You will notice that I call this a 
"short" history. I can guarantee the 
shortness, although I would hesitate 
to guarantee the history. The fact is 
that I tend to make much shorter 
speeches, now that I have been wired 
for sound. In the old days, I went on 
and on like the brook, but I have been 
stopping much sooner, now that I can 
actually hear what I am saying. 

Of course I need not overdo this 
modesty about my public speaking. I 
have received several compliments from 
ladies on my oratory. One local ele- 
mentary teacher came up to me after 
a recent talk to a teachers’ club and 
remarked—"Mr. Allen, I love to hear 
you talk. When I have to talk in public, 
I get all tightened up, but when you 
talk, you sound so unconscious." 

It is a fact that when I first started 
speaking in public I was very nervous 
and jerky. I got over being nervous. 

1 remember at least one evening 
when I must have been very convincing. 
I was talking to an all-male audience 
of more than a thousand men, and I 
must have impressed them deeply, be- 
cause when I finished, not a single 
member of the audience left the room. 
The fact that they were all inmates of 
the Michigan State Reformatory might 
have had something to do with it. 

As you know, or perhaps as you do 
not know, I am an architect by pro- 
fession, a member of The American In- 
stitute of Architects. Women, I find, 
can be classified according to the archi- 
tectural styles. There is, for instance, 
the rather tall woman of severe ex- 
pression who is obviously of the Per- 
pendicular Gothic type; the Southern 
Colonial, or Scarlett O'Hara type; and 
the slightly over-ornamented, or Baro- 
que type. However, I am glad to say 
that most women can be classified as 
Romanesque. The Romanesque style 
is distinguished by a series of flowing 
curves. Miss Betty Grable is pure 
Romanesque. Her income last year was 
$92,000. This proves that a curve is 
the shortest distance to financial inde- 
pendence, regardless of Euclid's opinion 
of the merits of straight lines. Did you 
ever see a picture of Euclid? Well, 
compare it with a picture of Miss Grable. 

The theory that women's place is im 
the home was invented by men for their 
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own comfort and convenience, and also 
to reduce competition in business and 
the professions. Not, mind you, that 
I have anything against homes, or 
against women who wish to stay in 
them. I would love to stay in my own 
home more, especially in the morning, 
as there is only one thing I hate to do 
worse than go to bed at night, and 
that is to get out of bed in the morn- 
ing. But you will notice that a great 
many people who used to spend their 
time shouting that woman's place was 
in the home have of late years been 
bending your ears all out of shape with 
arguments designed to get women out 
of their homes and into war work. 


Of course they lay all this to the 
manpower shortage. You young women, 
I am sure, have noticed the manpower 
shortage. About the only unattached 
men left in the average community are 
those who have been classified 8-F 
and 4-M by their draft boards. An 
8-F is the father of two 4-F's, and a 
4-M is a man who has been married 4 
times and there's no more fight left in 
him. 

Men who go around announcing that 
woman's place is in the home are the 
same characters who as bachelors an- 
nounce that when they marry, they're 
going to be boss or know the reason 
why. They do, too, I mean they know 
the reason why. 

I do not think it is a mere coincidence 
that the greatest period of advancement 
in business, in industry, and in the pro- 
fessions in America coincides with the 
period in which women began to leave 
the home and to take their full share 
in the work of the outside world. It 
is also the period in which women who 
remained in the home found that home- 
making in itself is a profession, and 
utilized in that profession a hundred 
new inventions and improvements with- 
out which life today would be almost 
primitive. 

I do not like to think what the effect 
on the war effort would have been 
had women, obeying that phony bit of 
age-old advice, remained in the home. 
Not only the war effort directly, by 
the labor of millions of women in the 
munition plants, has benefitted by their 
participation, but there is no single 
branch of work, other than actual 
front-line fighting, in which women 
have not contributed as much as, if 
not more than, their male co-workers. 

Of course this influx of women into 
war plants has brought some complica- 
tions. You may have heard of the de- 


fense plant that found it necessary to 
post a sign warning its women workers, 
“If your sweater is too lose, look out 
for the machines. If it's too tight, look 
out for the men." 

Ihave now arrived at the point where 
I shall either have to turn off my ear- 
phone and quit listening to myself, 
or stop talking. I realize that this short 
history of women has two defects:— 
it wasn't short enough and it wasn't a 
history of women. This is too bad, but 
nothing can be done about it. The true 
history of women has never been 
written, and probably never will be 
written, by any man. But women them- 
selves have been making their own 
history, of a kind that every American 
can be proud of. I have thought the 
matter over carefully and I have ar- 
rived at the conclusion that I defintely 
approve of women. I bet that's a big 
load off women's minds. 


AIR CONDITIONING GROUP 
SEES BILLION DOLLAR ERA 


Over 300 manufacturers of heating 
and air-conditioning equipment at- 
tended the first open forum of the 
recently organized indoor climate in- 
stitute at Detroit's Book-Cadillac Hotei 
Sept. 21 and 22. 

"The birth of the ICI," declared Paul 
B. Zimmerman in his opening address, 
"can be attributed to the fact that the 
heating and air-conditioning industry 
has proven products that have not as 
yet received proper recognition from 
architects, builders or the public. But 
that is now definitely on the horizon 
and we can look forward to a billion 
dollar industry coming of age." 

Controlled indoor climate, he said, 
provides the “fourth dimension" in liv- 
ing and adds another essential adjunct 
to the factors of food, clothing and 
shelter. Other speakers on the pro- 
gram included J. K. Knighton, sales 
manager of the air conditioning division 
of Servel, Inc., who spoke on “ A New 
Approach to an Old Problem;" R. M. 
Foley, Michigan director of the FHA, 
who talked on “The Major Problem 
in Home Equipment, and Ralph G. 
Cameron, director of merchandising 
airtemp division, Chrysler Corporation, 
who presented a statistical postwar 
market study of the heating and air- 
conditioning industry. A. H. Motley, 
publisher of the American Magazine, 
was the featured speaker at the lun- 
cheon at which he emphasized the 
urgent necessity of effective selling 
by industry and business to win the 
peace. William B. Stout, director of 
research, Consolidated Vultee Aircraft 
Corporation, was the guest speaker at 
the dinner Thursday evening. 
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INDIAN VILLAGE URGED TO - 
HELP IN BLIGHT PLAN 


Reduction in Traffic, More Parks, Fewer Residents Proposed 


for Area 
By E. A. BAUMGARTH 


In The Detrost Ne 
Recommendations that the "dirty, rat-infe 


be removed and replaced with oper 
rehabilitation of the Indian Village a 


s, Oct. 8. 


i alleys with dilapidated garages 


rk spaces” highlighted a proposal for the 
ea submitted to the City Plan Commission 


Saturday by Phil Brezner, consultant to the commission on neighborhood rehabili- 


tation 


Introduction of neighborhood parks, removal of dilapidated and non-conform- 


ing buildings, reduction ef the total number of residents in the 


off streets whicl 


area, and closing 


encourage through traffic are keys to the preservation of Indian 


village and similar fine residential neighborhoods throughout the city, Brezner said. 


He urged concerted action by the 
city and by residents of the neighbor- 
hood. The Indian Village Improvement 
Association, while there is some differ- 
ence of opinion as to 
the details of the pro- 
posal, has expressed 
support for action on 
the scale suggested, 
the C Plan Com- 
mission said. 

The district is an 
area of fine old homes 
surrounded on the 
east and west by 
modest frame homes on 30-foot lots. The 
area studied by Brezner comprises 288 
nue, 


Help the Community 


WAR CHEST 


acres lying north of Jefferson av 
south of Vernor highway, and ex 
tending from McClellan avenue to Van 
Dyke avenue. 

In spite of unique natural advantages, 
the area today is seriously threatened 
by blight, the consultant said. He em- 
phasized the extent to which smoke 
and soot precipitation from nearby in- 
dustrial plants and a large 
of inefficient domestic heating plants 


number 


have made the area unattractive dur- 
ing recent years 

Narrow lots with five to six-foot 
side yards are a second blighting in- 
fluence, he said. 

“Single homes have been converted 
to rooming houses. High-density apart- 
ments have been built on single lots 
overshadowing the 
As a consequence of overcrowding of 
lots many homes are dark, requiring 
artificial light during winter months 
Furthermore, 
vidual parcels is unrelieved by public 
open space. The only public play space 
in the 288-acre area consists of two 
than 


adjoining houses 


intensive use of in- 


small school playgrounds of le 


one acre each. 
Heavy Traffic Cited 

“The residential character of the 
neighborhood has been threatened by 
al 
Small stores are dis- 


infiltration of commercial and indus 
establishments. 


persed through the area, occasionally 
using portions of residential structures. 
Gas stations are located next to houses 
and apartments 
been established in old store buildings 
and in alley structures 


Machine shops have 


As a necessary accompaniment of 
industrial and activity, 
heavy traífic passes through the ar 


commercial 


The gridiron street pattern encourages 
the overflow of traffic from the major 


east-west arteries to other cross streets 


Ron HISWWAY 


Editor's Note 
troit City Plan Commission employed several 


A few months ago the De 


Detroit architects on a consulting basis to 
prepare studies for certain of the cities 
areas. Reports are that results have been 
very satisfactory, and this project report 
would seem to bear that out. 


in the area. Street cars on Kerche- 
val avenue, and buses on Vernor high- 
way, McClellan and Van Dyke avenues 
create noise and add to the disturb- 
ance from traffic.’ 

Under Brezner's proposal, the street 
pattern would be changed to eliminate 
through traffic which would be routed 
around the area on the bounding streets. 
Within the neighborhood pedestrian and 
motor traffic would be separated by 
walkways to the school and playground 
The street car line on Kercheval would 
be removed and the street closed for 
its entire distance through the neigh- 
borhood and made a grassed walkway 
to the school and playground. Cer- 
tain short blocks would be removed 
and the internal circulation improved 
New School Urged 

Public improvements called for under 
the program include the erection of a 


CIEL) 


LE MEN 
FU ER 
AYGROUND ^ 


SEMINOLE 
iRoauors 


c 


4 


AN SHOPPING ZENTER 
BN MvuLTIPLE DWELLINGS 
CZ] PARKS & PARKWAYS 
E] SINGLE FAMILY HOUSES 


HOW BLIGHT PLAN WOULD WORK--This map shows how Phil Brezner, consultant to 
the City Plan Commission, would rehebilitete the Indian Village neighborhood, now seriously 
threatened with blight. Alleys would be replaced by open park spaces, street car and bus 
lines rerouted around the area, two new shopping centers created to replace present stores, 
shops and filling stations, and a new school and park replace two existing obsolete schools. 
Kercheval avenue would be closed throughout iis length in the area and made a grassed 


parkway. 


WEEKLY BULLETIN 


MICHIGAN SOCIETY OF ARCHITECTS 


Page 7 


new elementary school and community 
center, creation of an ll-acre park 
for playground adjacent to the school, 
and provision of green strips around 
the neighborhood to buffer it against 
non-conforming uses and the nuisances 
of heavy traffic. The new school would 
replace the two obsolete structures in 
the area. 

Shopping facilities would be con- 
centrated in two new neighborhood 
shopping centers located at the north- 
west and southeast corners of the area. 
It is proposed that the small shops and 
other non-conforming uses within the 
area be eliminated gradually. 

Some existing houses, Brezner said, 
should be demolished to increase the 
side yards of remaining dwellings to 30 
to 35 feet, and permit side drives for 
access to garages. Other houses, he 
said, should be replaced by apartment 
structures. 

Eventual Saving Seen 

“The goal for physical reconstruction 
must be to secure a balance of dwell- 
ing types which will accommodate all 
age groups and maintain a normal age 
distribution for the area. Only with 
housing facilities for all ages can the 
area be assured that young people with 
small children can establish homes here, 
bringing new strength to community 
life. 

"However, physical plans for thinning 
out houses, and replacing others with 
apartments also requires financial plans. 
Neither the City, nor the neighborhood 
association, nor individual residents 
have the financial means to accomplish 
the program at the present time. The 
City must set over against the cost of 
correcting neighborhood blight the cost 
of doing nothing. The cost to the City 
of permitting blight to spread is enorm- 
ous. 

"By contrast, well-directed expendi- 
tures now to rehabilitate the area may 
well prove a saving over a period of 20 
years if neighborhood depreciation can 
be checked." 


MARY EMILY WORTMAN 
Honorary Institute Member Passes 
Mrs. Mary Emily Wortman, long-time 

Portland, Ore, resident and widow of 

the late Hardy C. Wortman, died in a 

Portland Hospital on Sept, 11. 

Mrs. Wortman, an art authority and 
world traveler, was a sustaining member 
of the Portland Symphony orchestra 
for a number of years, she was active 
in art and architecture circles, and was 
elected an honorary member of The 
American Institute of Architects in 
1924. In 1930, she went to Budapest as 
delegate to the International Congress 
of Architects, 
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Announcing the Formation of the 
OXYCHLORIDE CEMENT ASSOCIATION 
1010 VERMONT AVENUE, N. W. 


WASHINGTON 5, 


D.C. 


July 1, 1944 
A non-profit service organization rendering service in helping to standardize performance 
tests and application specifications for the benefit of users. 
The Association has as its primary purposes: 
To provide an impartial, coordinating body as a practical means of aiding Government 
agencies, industry, architects, engineers, and contractors, to obtain best possible results 


in the use of Oxychloride Cements. 


To act as a clearing house in the formulation of performance tests and standard specifica- 
tions for the various applications of Oxychloride Cements. 
To disseminate presently available knowledge of various types of Oxychloride Cement 
mixtures in diverse applications and to correlate data on new uses and methods of application. 
To promote the greater use and better application of Magnesium Oxychloride Cements 
wherever their inherent characteristics benefit the ultimate user. 
MEMBERS 
THE DOW CHEMICAL COMPANY 
F. E. SCHUNDLER & COMPANY 
WESTVACO CHLORINE PRODUCTS CORPORATION 
SUPPLIERS AND PRODUCERS OF MATERIALS FOR THE INDUSTRY 


GERGANOFF COMPLETES 
HOSPITAL ADDITION 

On September 28 Ypsilanti, Mich., 
citizens had an opportunity to view 
the newly completed addition to their 
Beyer Memorial Hospital, of which 
Ralph S. Gerganoff, A.LA., of that city 
was architect. 

In a public ceremony the new struc- 
ture was dedicated and there followed 
a publie showing for Ypsilanti citizens. 
Dr. John P. Kirk, city attorney, was 
chairman of the program committee and 
Ypsilanti’s Mayor Ross K, Bower was 
ihe principal speaker. Other speakers 
representing the city, state and national 
agencies, were heard. 

In its Sept. 25 issue the Ypsilanti 
Daily Press carried seven pages (be- 
ginning with page 1) devoted to the 
new building. 

Of the 155-bed hospital, architect 
Gerganoff says: 

"For the cooperation which I re- 
ceived in carrying through numerous 
troublesome details of the new hospital 
construction, I wish to publically thank 
the government officials, contractors, 
city officials, workers and friends who 
helped in many various ways. 

"There were hazards due to war 
exigencies. Progress at times was slow. 
Supplies were restricted. Delivery was 
impeded. Workmen were needed in 
the war effort. There were handicaps 
never before encountered in such 
building, but they were overcome 
through the generous response of fed- 
eral, state and city officials, the will- 
ingness of contractors and workers to 
do their best at every turn, and the 
patience of the people who were wait- 
ing for the service which the hospital 
is now ready to give. 

"To some I have been able to per- 


sonally express my appreciation and 
to those whom I have not yet reached 
I herein convey grateful acknowledge- 
ment of assistance. I confidently and 
sincerely hope that through their help 
there have been provided ample fa- 
cilities to adequately care for all the 
sick and injured of this growing com- 
munity for many years to come." 


GALE F. PARMELEE 
FORMS A NEW FIRM 


Announcement has been made of the 
organization of the firm of Gale F. 
Parmelee and Co., architects and en- 
gineers of Birmingham, Mich. Mr. Par- 
melee was stationed in Ironwood with 
the national park service during the 
operation of the Norrie CCC camp. 

Mr. Parmelee is widely known 
throughout the middle west as an archi- 
tectural engineer. He is a member of 
The American Institute of Architects. 

During the federal public works pro- 
gram he spent considerable time in 
Washington, designing many' large 
public buildings and later had charge 
of the architectural supervision of many 
of these buildings, including hospitals, 
sanatoria, postoffices, schools, and other 
municipal structures, 


LT. YOUNG CASUALTY 
Arrigo M. Young, A.LA., of Seattle, 
Wash., has been notified that his son, 
Lt. (Jg) Lawrence H, Young, a Navy 
submarine officer, reported missing in 
action for more than two years, has 
been placed on the list of those who 
have given their lives for their country. 
Lt. Young graduated from the Uni- 
versity of Washington in June, 1940. 
His father is a leading architect and 
member of the firm of Young and 
Richardson, 516 Central Bldg. of Seattle. 
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ARCHITECTURAL MERITS 
SAVES BANK OF 
PITTSBURGH'S FACADE 

From The Pittsburgh Press, Sept. 21, ‘44 

Because of its architectural merit 
and potential value as a war memorial, 
the impressive front of the historic 
Bank of Pittsburgh on Fourth Ave. has 
been spared from the wrecking crew 
for at least a year. 

Today, on the 13th anniversary of 
the closing of the bank on that dark 
day, Sept. 21, 1931, the columned fa- 
cade is all that remains of the vene- 
rable Bank of Pittsburgh, 

Had it not been for the interven- 
tion of an architect who couldn't stand 
by and see it torn down, the front too 
would have fallen under the wrecker's 


sledgehammers early this summer 


Ai Right—Facade, Bank of Pittsburgh 


George B. Post & Sons, Architects 


On the appeal of Edward Griffith, 
architectural designer, who believes it 
would be desecration to destroy what 
he terms one of the finest examples 
of its type of architecture in the country, 
the owner of the Fourth Ave. property 
and the wrecker agreed to let the 
facade stand until Sept. 1, 1945. 

Records of the institution show that 
the architect who designed the structure 
arousing Mr. Griffith’s admiration was 
George B. Post of New York. It was 
completed in 1896. 

Mr. Griffith attempted to interest 
the County Commisioners in the fa- 
cade as a possible memorial after the 
war. But by the end of August no 
progress had been made and Mr. Eber- 
hardt reluctantly reported the building 
would have to come down. He had 
been carrying the property for a year 
and a half, paying taxes and receiving 
no revenue, 

Despite the fact that it is only a 
part-shell of the old building and utterly 
useless at the moment, the facade is 
being taxed. City assessors said the 
front couldn’t be entirely exempt from 
taxation but agreed to reduce the assess- 
ment. 

Mr. Grillith again pleaded for its 
preservation and agreed to foot the 
tax bill of $900 a year out of his own 
pocket if it could be left intact while 
a new effort to save it was made. 

New Lease On Life 

Mr. Eberhardt and Mr. Omslaer, to 
whom the structure belongs agreed and 
a contract was drawn up about ten 
days ago, specifying that the facade 
shall stand until next Sept. 1, 1945. 


WOMAN CHECKS 
POSTWAR PLANS 


Architects, and engineers who apply 
at Michigan’s capitol seeking their 
of the state’s $5,000,000 postwar planning 
fund stop and take a second look when 
they enter the office of the head of the 
Michigan public improvement program. 

She is Miss Jessie Bourquin, for 
several years a practicing landscape 
architect, who checks all applications 
for money from this fund. screens out 
those which are incorrectly prepared, 
answers applicants’ questions, and then 


routes the accepted applications to the 
various state departments for approval 
of specifications. 

The legislature established the fund 
in its special session last February to 
help, on a matching basis, communities 
prepare for possible postwar unem- 
ployment. 

The years of experience Miss Bour- 
quin had working in landscape archi- 
tecture are proving valuable in her 
state work, because many of the archi- 
tects and others who come in are per- 
sonal acquaintances, and she has had 
training in civil engineering, city plan- 
ning and architecture. 

“Some of the men seem surprised 
when they find out I'm handling this 
end of the job," she said, "but they've 
all been very nice." 

She's used to having people sur- 
prised at her job, because she and her 
twin-sister, Alice who is a landscape 
architect in the state highway depart- 


ment, were the only women in their 
landscape architecture course at the 
University of Michigan. It 
more unusual when they established a 


was still 


private practice. 

Mi 
of a lawyer, a diplomat and a planning 
consultant rolled into one. She ex- 
plains the provisions of the law which 
provides funds to local units on a 
matching basis to plan for postwar im- 
provements, examines the applications 
which are coming across her desk in an 
ever increasing number to check on 
policy and procedure, and sees that no 
"bottlenecks" develop. 


ss Bourquin has to be something 


As a student at the University of 
Michigan, Miss Bourquin and her sister 
specialized in languages, literature and 
art, then went to Europe and studied 
at the Sorbonne in P. When they 
were in Rome they visited the Amer- 
ican academy where the Prix de Rome 
students of landscape architecture were 
studying, and decided on their pro- 
fession, turned to the United States 
and took their master's degrees in land- 
scape design at the University of Mich- 
igan. 


While in private practice, Miss Bour- 
quin designed and supervised the con- 
struction and maintenance of home 
grounds, country estates, and grounds 
of public buildings, and helped plan 
grounds for low cost housing projects. 

Tall soft spoken and prematurely 
gray, Miss Bourquin is the daughter 
of Mrs, J. F. Bourquin of Ann Arbor. 
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WEITZMAN REENTERS PRACTICE 


Arnold A. Weitzman, A.LA. an- 
nounces that he has entered his own 
practice in architectural engineering 
with offices at 112 Madison Avenue, De- 
troit 26, Michigan. Mr. Weitzman has 
had wide experience in his own office 
in Los Angeles, California, and as chief 
engineer for an architectural firm 
prominent in the west and south-west 
In his long experience he designed 
many structures for schools, universi- 
ties, churches, commercial and civic 
buildings and theatres. 

At the beginning of the last de- 
pression Mr. Weitzman went to Europe, 
where he did outstanding work in con- 
nection with aeronautical and industrial 
buildings. Upon his return in 1933 he 
reestablished himself in the Middle 
West. Among many other excellent 
works which he has to his credit in 
this territory, Mr. Weitzman counts 
some continuous frame reinforced con- 
crete bridges, huge industrial buildings, 
and long-span arch hangars. 

Asked why he calls himself an Archi- 
tectural Engineer. He replied: "While 
I have designed civil engineering struc- 
tures in connection with water supplies, 
sanitary engineering and  long-span 
bridges in the United States and Mexico, 
which makes me simply a structural 
engineer, in the general meaning of 
that title, yet from my school days 
until this day I have understood the 
need of the kind of engineering for 
buildings which would complement the 
architecture and help the architects ex- 
press their ideas also in the structure, 
instead of regarding the latter a 
necessary evil to be concealed. 

"The structure of a building should, 
in its purely functionary role, help the 
architecture to also function vividly 
In order to be able to approach the so- 
lution of structural problems from this 
viewpoint I studied architecture in- 
tensively. 

“I hope to see our schools stressing 
more earnestly and insistently this un- 
derstanding upon their engineering 
graduates—that is their career as en- 
gineers in connection with architec- 
tural buildings, their task will not con- 
sist of merely making a hurdle of sticks 
stand up vertically, horizontally or in 
any direction, but that they must 
under the guidance of the designing 
architect foresee the finished building 


in which their work will be both im- 
portant and impressive. 

"Because I represent this outlook in 
engineering I chose with emphasis the 
name of my professional practice— 
Architectural Engineering." 


GROUP INVESTIGATES 
ESCALATORS 


Investigation of the type escalators 
in use by department stores in New 
York, Philadelphia, Cleveland and Chi- 
cago have been conducted by Fred Mc- 
Minn, Cincinnati building commissioner; 
Edward H. Kruckemeyer, architect, and 
Ellsworth Ireland, a representative of 
the Emery estate, all of Cincinnati. 

The survey sought to determine 
whether or not the Cincinnati building 
code may be changed to permit installa- 
tion of such escalators not requiring 
fire or smoke door encasements at each 
floor in the postwar department store 
project of the Emery estate in Cincin- 
nati. 

The present building code there does 
not permit operation of open escala- 
tors from the ground floor up without 
fire door enclosures at each floor. Mr. 
MeMinn said he was informed that 
eastern type escalators are not fire 
hazards, however, 


SERVICE ARCHITECTS ORGANIZ- 
ATION, has been formed in India and 
Ceylon to interest British and Indian 
troops in the discussion of post-war 
problems icluding the planning and 
reconstruction of towns and cities. 

^ 

H. RICHARD ELLISTON, A.LA., has 
been appointed a member of Cincin- 
nati’s new Master Plan Division of its 
City Planning Commission. 

* + c 

MAYNARD LYNDON, formerly of 
Detroit, was a visitor in Detroit last 
week. Now a resident of California, 
he reports much activity in architects’ 
offices of the west coast. Formerly of 
the Detroit firm of Lyndon & Smith, 
Maynard transferred his membership 
from the Detroit Chapter to the 
Southern California Chapter. 

© à x 

H. AUGUSTUS O'DELL, ALA. is 
corresponding secretary of the newly 
formed Bloomfield Hills, Mich., City 
Planning Commission. 


WELLS HEADS 
DAKOTA BOARD 

Theodore B. Wells, Grand Forks, was 
elected president of the North Dakota 
board of architecture at the a recent 
session. 

Gilbert Horton, Jamestown, retiring 
president, is the new vice president and 
Robert Ritterbush was reelected sec- 
retary-treasurer. These three men com- 
prise the board, 

Frank W. Jackson, St. Cloud, Minn., 
was granted a license in North Dakota. 
Applications for licenses were con- 
sidered, 

ALFRED HOPKINS & ASSOCIATES, 
of New York City, are achitects and 
engineers for the Army postoffice for 
overseas mail at New York. Hereafter 
package mail for overseas will pass 
through a postoffice of its own in New 
York instead of being serviced in a 
section of the city postal establishment. 
Covering 12 acres, the project is being 
built under a rush schedule of 4!/ 
months. Located on the site of the 
old Madison Square Garden Bowl in 
Long Island City, foundation condi- 
tions were difficult, requiring both 
piles and spread footings. Concrete 
block walls, timber truss framing and 
gypsum roof are the principal ele- 
ments of construction. 

* > + 

J. IVAN DISE is architect for the 
$190,000 Marion Law School for De- 
troit Board of Education. 

+ & 

OREGON CHAPTER, A.LA., through 
its president Pietro Belluschi, has 
proffered the services of its members 
to the City Council of Portland in its 
post-war planning program. The Coun- 
cil went on record as heartily approv- 
ing the offer. 

CLARENCE KEVITT was recentiy 
elected secretary of the Kansas City 
Chapter, A.LA. The chapter has for 
some months past interested itself in 
more rapid realization of post-war 
planning and subsequent projects. 

. + + 

UTAH CHAPTER, ALA., heard 
James M. Ketch of Cleveland, Ohio, 
speak on “Lighting and Architecture in 
the Post-war Period” at its dinner 
meeting at Hotel Utah in Salt Lake 
City, Sept. 28, Raymond L. Evans, chap- 
ter president presided. 


THE ESSLINGER-MISCH CO. 


General Builders 


159 East Columbia Street 
DETROIT, MICHIGAN 


RAndolph 7021 
MAdison 4230 


VIKING SPRINKLER CO. 


Fire Protection Engineers and Contractors 
Automatic Sprinkler Systems 


ALSO A COMPLETE LINE OF PRE-ACTION DEVICES 
1125 East Milwaukee Avenue 


DETROIT 
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JOHN H. FREEMAN of Detroit, is 
president of The American Society of 
Architectural 
which, 


Hardware Consultants, 
with its team-mate, National 
Contract Hardware Association held its 
Annual Convention at the 
House in Chicago on Oct. 5 
has long been a 


Palmer 
and 6 
Freeman leader in 
his field in Michigan and he has many 
friends among the architects 
the building industry here. 
Like others in the industry, Mr. Free- 
man has been engaged in the war effort 
but, come peacetime, he will again be 


and in 


at the service of architects on other war 
work. His offices are in the Architects 
Building, 415 Brainard Street. 


CONCRETE FOR ALL PURPOSES 
Specialists in 
Transit Mixed Concrete Company 


Slag Concrete - 
832 CARY STREET 


Mr. Freeman 


Lighier in Weight - Stronger by Test 
Vinewood 1-4440 


joily publica 
TALMA 


be 


The largest office building in Evan- 
ston, Ill, will be erected for the Wash- 
The first 
unit when completed will contain in 
excess of 200,000 of floor 
Graham, Anderson, Probst and 
It is scheduled 


ington National Insurance Co 
square feet 
space. 
White are the architects 


for postwar construction 


+ 
FRANK LLOYD WRIGHT, interna- 
tionally famous American architect 
gave the fourteenth Joseph Henry 


GE C Selden lecture at Connecticut college 
fore me s 25 1 E , n 

Tuesday evening, Oct. 3 at 8 o'clock in 
DRED E. LORENZ the Palmer auditorium 


NELSON COMPAN 
Plumbing, Heating and Air Conditioning Supplies 
Wholesale 


2604 FOURTH AVE., B PHONE RA. 4162 


Royal Oak — Grosse Pointe — Ann Arbor 


CINDER 
BLOCK 
INC. 


VErmont 6-5500 


Bet. Chicago and Joy 
9303 Hubbell Avenue 


Koenig Coal & Supply Co. 
Certified Concrete 


CONCRETE FUEL OIL COAL 


Main Office: 1486 Gratiot Ave. CAdillac 1584 


CAdillac 4890 
F. H. Martin Construction Co. 


955 E. Jefferson Avenue Detroit, Michigan 
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JOHN H. FREEMAN 
Finish Hardware 


Phone 


Architects Bldg. 
TEmple 1-6760 


Detroit ! 


| THE TOLEDO 
PLATE & WINDOW GLASS CO. 


Glass Jobbers & Glazing Contractors 


WEAVER-WALL Asphalt Shingles 
and 
ASBESTOS LTD. Asbestos Siding 


Warehouses 


Detroit Grand Rapids Cleveland Toledo 


FOR FINE APPEARANCE AND 
EFFECTIVE PROTECTION 


Parkerizing combines rust-proofing and a superior finish on 
scores of architectural units. It has been serving for years in the 
building field. It is good practice to specify Parkerizing for sub 
stantial protection for ornamental iron work and hardware- 


PARKER RUST PROOF COMPANY 


DETROIT, MICHIGAN 


| COMPRESSORS 


Portable — FOR RENT 
60 to 500 cu. ft.—By Day, Week or Month— 
All Accessories Furnished 


W. H. ANDERSON CO, INC. 


Detroit, Michigan 


OCTOBER 17 


With our many years of experience and 
newly - acquired craftsmanship resulting 
from our war contracts, we will be in an 
even better position to serve on peace- 
time construction when hostilities have 


ceased. 


Moynahan Metals 
Company 


2658 Porter Avenue 
Detroit 16, Michigan 


Lafayette 1316 
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| Tests Prove Greater Efficiency of Cotton 


STANDARD COTTON INSULATION 


* Greater Heat Resistance 
* Vermin Proof 


* Moisture Proof 


Best at Lowest Cost 


‘STANDARD COTTON" insulation is the only ALL 
ENCLOSED cotton blanket-type insulation. 
Specify it by name 


Warren Fibre Products Co. 


1040 W. BALTIMORE DETROIT 2, MICHIGAN 
Phone TRinity 1-4030 


NOW! A New No-Leak Method 
For Glazing Wood Sash 


MOYNAHAN 


BRONZE COMPANY 


€ Excellent Ideal for 
| IH uns Forward for Sash All Outside 
Manufacturers Glazing 


WITH DESIGNS, TECHNICS 

AND . MANUFACTURING 

FACILITIES TO ASSIST 

YOU IN THE PLANNING 
OF 


POSTWAR WORK 


ORNAMENTAL METALS 


CUSTOM HARDWARE 


MISCELLANEOUS IRON 


Out of the Plastic Products Labora- 
tory has come a revolutionary ad- 
vance in glazing wood sash—a better 
method and a better material. The 
P^ glas is bedded in Plastoid Elastic 
LL Bedding Cement making a rubbery 
BE bond that will allow for all contrac- 
tion and expansion and absolutely 
prevent leaks. Then the facing is ap- 
plied in the usual way, with Glaza- 
Wood. The method and the material 
produce no-leak glazing, and elim. 
inate the other faults characteristic 
of the old procedure . . . Write for 
descriptive literature. 


PROVEN BEST BY ACTUAL TEST 


For complete details see Sweet's Catalog, Vol. 18, Page 13 


PLASTIC PRODUCTS COMPANY , 


GENERAL OFFICE 6481 GEDRGIA AVENUE © DETROIT. MiciiGAN 


9071 ALPINE AVENUE + DETROIT 4, U.S. A. 


One commodity, the price of which 
has not been increased to you. 


MICHIGAN CONSOLIDATED GAS COMPANY 
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Detroit Chapter, The American Institute of Architects 


The annual meeting of the Detroit Chapter, The American Institute of Architects, will be held at 
the Rackham Building on the evening of October 24, 1944. President William Edward Kapp has announced 
that his annual report will be rather a report of the Chapter, and will be delivered at the meeting and 


published in the Weekly Bulletin thereafter. 


Reports of Committees are published herewith. President 


Kapp has done an outstanding job for the past two years and it behooves members to attend the annual 


DINNER MEETING 
Detroit Chapter, A.LA. 


Rackham Memorial Building 
100 Farnsworth Ave., Detroit 


TUESDAY, OCTOBER 24, 1944 


Board Meets 4:00 p.m... . Dinner 6:30 p.m. 
Program 8:00 p.m. 


ANNUAL MEETING AND ELECTION 
OF OFFICERS 


Speaker: Mr. H. M. Sloan, Chicago 
Builder. 

Subject: "DAYLIGHT ENGINEER- 
ING IN HOMES OF TO- 
MORROW.” 


A sound slide film in color will be shown 
by Mr. Sloan. The program deals with the 
Solar House and is under the auspices of 
Libbey-Owens-Ford Glass Company. 


meeting and show their appreciation 
on his retirement. 
Report of Committee on Practice 

Henry F., Stanton, chairman, Aloys 
Frank Herman, Frederick A. Fair- 
brother, Thomas H. Hewlell, Kenneth 
C. Black. 

The duties of the Committee on 
practice have been defined in the Chap- 
ter by-laws as follows: “It shall be 
the duty of this 
committee to con- 
sider all matters per- 
taining to the ethics 
of professional prac- 
tice within the Chap- 
ter, to promote bet- 
ter relations between 
principals and drafts- 


men, to promote a 
higher standard of 
professional practice 
with respect to im- 
provement of draw- 


ings, specifications and other docu- 
ments, standardization of methods of 
cost accounting, and to improve build- 
ing and safety codes. To this has been 
added "Activities in connection with 
State Registration and Schedule of 
Charges." 

This is rather a large order and 


seems to provide plenty of scope for 


activity on the part of this committee: 
however, it is still possible to include 
all the duties of this committee under 
the one phrase "to promote a higher 
standard of professional practice." 

To accomplish its purpose the com- 
mittee is required to take two quite 
different lines of action. The first to 
attempt to inspire the members of the 
profession to a higher standard of 
practice, and to bring nome to them 
the value of the profession as a whole, 
of ethics in its broadest sense. The 

See REPORTS—Page 5 
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er Road 


SUNDAY MONDAY 
Fred MacMurray - 


TUESDAY 
Betty Hutton 


OCTOBER 29, 30, 3 
"AND THE ANGELS SING" 


ry hJ rp 
THEATRE 
EGINNING FRIDAY CTOBER 20. 1944 
Monty Woolley - June Haver - Dick Haymes in 
Damon Runyon's "IRISH EYES ARE SMILING" in Technicolor 


Plus . . , Jeanne Crain in 
"IN THE MEANTIME, DARLING" 


FOX 


| BEAUTIFUL INTERIORS 


are created with wall paper 


FISHER WALL PAPER CO. 


Let Us Help You 


5840 Woodward Avenue 
6 LOCAL BRANCHES IN DETROIT 
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Fisher Wall Paper Co. 


are Michigan's largest wall paper distributors. 
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The USG Trade mark on building materials is your assurance that such 
materials will provide the service you require of them. 

USG materials are the result of over 45 years research and development 
in the production of quality building materials to provide the needs of 
architects and builders. 

These materials are available through lumber and masons supply dealers 
in every important city and village in the country. 

We are doing everything within our power to cooperate on the Industrial 
and Housing construction program which is so necessary at this time to 


bring us VICTORY. 
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REPORTS 

(Continued from Page 1) 
second, to investigate all cases of 
alleged unprofessional practice and to 
recommend such action as it deems 
necessary in light of the facts. 

Your committee much prefers to be 
engaged on the first of these lines of 
activity and counts it a successful year 
when not called upon to act on the 
second. 

Unfortunately it has been necessary 
during this past year for this com- 
mittee to be quite active on cases of 
alleged unprofessional practice and to 
that end has held a good many meet- 
ings, both with the committee alone 
and jointly with the Board of Directors 
of the Chapter. All members of the 
committee have approached these un- 
pleasant tasks in a spirit of fairness 
and a realization of the seriousness of 
their duties. Actions have been taken 
and recommendations made which it 
is not the province of this committee 
to report. 


Your committee is now engaged 
more pleasantly on activities in the first 
eategory. It has just been launched 
on a study of schedules of charges 
for professional services. While this 
study was initiated too late in the year 
to warrant a report at this time, the 
committee earnestly recommends that 
this study be carried on during the com- 
ing chapter year. 

The committee feels that the whole 
question of the value of ethics to the 
profession of Architecture is of such 
importance that it is worth while here 
to go into a general discussion of the 
subject. 

Ethics is defined as the principles of 
right conduct, and here we are con- 
cerned with what is right conduct in 
the practice of the profession of Archi- 
tecture. To set up principles of right 
conduct we must start with funda- 
mental morality, in other words with 
a clear cut sense of right and wrong. 


Spinoza has defined as an immoral 
act for an individual any act which 
indulged in by all would lead to chaos. 
If each individual could project his 
every act into the future on this basis 
with equal clarity, and could with equal 
wisdom appraise its end result, and 
further with an equal sense of right 
and wrong to regulate his conduct; 
then perhaps it would be unnecessary 
for any profession to have a code of 
professional practice. It should be ob- 
vious, however, that in this world no 
such unanimity of thought or purpose 
exists. The results of actions or con- 
duct are not always clear and they are 
frequently debatable. 
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Over a long period of years every 
profession worthy of the name has de- 
veloped a set of rules of conduct to 
protect, secondarily, the members of the 
profession against one another and 
primarily, to protect the profession it- 
self and to make and keep it a worthy 
and necessary contributor to the wel- 
fare of mankind. To do this it creates a 
system of conduct, obligatory on its 
members, which will insure orderly 
procedures within the profession and 
between its members, and, most im- 
portant, a system of conduct that will 
protect the public, the patient, and 
client, or whatever he may be called, 
and insure for him, in so far as possi- 
ble, honest, proficient and unbiased 
professional advice regardless as to 
which individual within the profession 
he may go. 

It can be seen that this places a 
tremendous responsibility on each of 
us toward the profession as a whole. 
The unethical acts of one can damage 
the whole and too high a percentage 
of those practicing unethically can 
render the whole profession worthless. 

Some years ago Lord Moulton wrote 
an article on law in which he divided 
all laws into three categories. The 
natural laws which one follows without 
any enforcing agency, the written and 
unwritten laws which are enforced by 
the State for the protection of all, and 
in the center the great mass of laws 
that fall into neither of these categories, 
and control our conduct only by a sense 
of right and wrong. Our principles 
of practice, stated as they are in very 
general terms, perhaps fall in this 
middle category. It would be impossible, 
if not unwise, to attempt to formulate 
rules to cover every contingency that 
might arise in professional practice. 
Better that each individual be so im- 
bued with the spirit of the profession 
that his every choice of conduct in it 
is virtually instinctive. 

Good ethics are good business—and 
good business for an Architect de- 
pends on his maintaining a professional 
status. The statement that architecture 
is a business is untrue. It is a pro- 
fession in the strictest sense and its very 
future depends on its maintaining pro- 
fessional status. What is true is that 
professional practice should be carried 
on in a business-like manner, and these 
two statements should not be confused. 
The objectives of business are quite 
different from those of a profession and 
need no definition here. All of the 
constantly recurring fear within the 
profession over the competition of 
contracting firms who offer so called 
complete service, is the result of failure 
to realize that the salvation of the pro- 
fession is to stay professional. Com- 


petition on a straight business basis 
would wipe out the profession as such 
in no time and we would all end up 
being contractors who offer complete 
service from plans to completed build- 
ing; and to the great detriment of the 
building public. The professional Archi- 
tect has a unique contribution to make 
in that he is totally unbiased in his 
advice to his client. He is not swayed 
by motives of his own personal gain 
or loss but is free to advise his client 
by means of drawing, specifications and 
decisions what, in light of his special 
training and experience, is best for 
the client. A business approach is not 
so unincumbered. Large firms must 
realize that while within their walls 
they have an activity that closely 
parallels a business, without, their 
dealings with their client are just as 
much on a professional basis as a 
doctor's. All firms both large and small, 
must realize that architecture must be 
a profession carried on in a thoroughly 
businesslike way. 

If there is fear within the profession 
of Architecture of competition from 
without there is just one answer—We 
must see to it that we are each and 
everyone better Architects, and to be 
better Architects rendering a service 
that is worth more to the public we 
must remain professional and zbove all 
ethical. 

Let each one strive for better and 
better service to the client and see 
to it that every Architect collects a fee 
commensurate with that service and 
sufficient to enable him to give his best; 
and we can forget competition from 
unprofessional sources. The future will 
take care of itself. 

* 


Fublic Relations 

Alvin E. Harley, chairman. 

This year has been a very active one 
with the Public Relations Committee, 
as there were innumerable matters of 
interest to the architectural profession 
that have come to 
their attention, espe- 
cially with relation 
to the City and 
other governmental 
bureaus doing their 
own architec- 
tural work. Many 
rumors of work be- 
ing done directly 
through these agen- 
cies as well as a few definite cases 
were brought to our attention. The 
Committee conscientiously made every 
elfort to run these items of informa- 
tion down to establish the authenticity 
of these disturbing activities. The Com- 
mittee, composed of Clair W. Ditchy, 
Aloys Frank Herman, Joseph W. Lein- 
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weber, and Alvin E. Harley, together 
with our President William E. Kapp 
who also attended most of these meet- 
ings, have all served most conscien- 
tiously. Many meetings throughout the 
year were called of which the following 
is a high-light of their developments 

One of the most important items that 
took a great deal of our time was in 
connection with the great amount of 
architectural work done by the vari- 
ous departments of the City of Detroit. 
The Committee felt that its first duty 
was to contact our Mayor, endeavoring 
to obtain a committment from him as 
to his policy regarding the City of 
Detroit doing their own architectural 
work. 

The Committee met at the Mayor's 
office December 27. The Mayor re- 
ceived us very graciously and talked 
to us in detail regarding the proposed 
work for the City of Detroit. He left 
the impression with the Committee 
that he was not entirely acquainted 
with the procedure of his various de- 
partments and that he would look into 
the matter and report back to us. He 
did say, however, that it has not been 
the policy of the City of Detroit doing 
all their architectural work and that 
if his ideas were contrary to those 
after consultation with his department 
heads, he would be glad to let us know. 
No further word was received from the 
Mayor on this matter. 
Committee felt from continued reports 


However, the 


coming out regarding the City's post- 
war plan activities that every evidence 
subsequently shown was that the City 
was developing an architectural de- 
partment contrary to the impression 
the Mayor 
ference. 

On May 15 our Fresident, William E 
Kapp, wrote to our Mayor, Edward J 
Jeffries, callirg his attention to the 
zrchitectural work being done by the 
City Engineers staff and 
enumerated several jobs that we knew 
definitely the City Engineer was doing 
that we felt should be done through the 
office of private practitioners. This 
letter was answered shortly thereafter 
in which the Mayor acknowledged in 
a very polite way but did not answer 
the questions raised in our communica- 
tion of May 15. 

During June and July our President. 
William E. Kapp, who was active with 
us in Public Relations Committee work. 
had several communications with the 
Mayor and Glenn C. Richards, General 
Superintendent, Department of Public 
Works. This was more or less a part 
of the work of this committee which 
was assumed by the Chapters Presi- 
dent, all of which was done in the 


gave us during his con- 


therein 


finest spirit of cooperation and the 


Committee was greatly pleased with his 
assistance 

On June 22nd we wrote a letter to 
the University of Michigan, Board of 
Regents at Ann Arbor, Michigan, calling 
their attention to their advertisement 
which referred to drawings prepared by 
the “architectural and engineering" 
section of the Buildings and Grounds 
Department of the University of Michi- 
gan, in which they were soliciting bids 
for remodeling of the East Hospital for 
On July 26 we 
received an answer to this letter which 


use as a nurses home 


the Committee felt was a satisfactory 
explanation in their architectural ac- 
tivity. The answer wes 
Professor L. M. Gram, Director of 
Plant follows: “Those 
who are familiar with the policy of 
the University know that plans and 


written by 


Extension, as 


specifications and even construction 
work itself are done by our own forces 
only when, in our judgment, it is of 
zdvantage to the University to do so. 
The situation with respect to the p 
jec: referred to in your letter dees not 
imply any intention to deviate fiom 
the above policy 

To relieve the concern of your com- 
mittee in this connection, may I say 
that the University does not expect 
to enter into competition with those 
who are engaged in the practice ol 
architecture, engineering or contract- 
ing, many of whom received their col- 
lege training at this University. Witness 
the employment of nine architects dur- 
ing the past University 
projects costing more than ten million 
dollars, also the recent selection of four 
architects to make a start on our post- 


decade on 


war program. It is my own observation 
that there are troubles enough in op 
erating an educational institution." 

The outcome of many of the meetings 
and letters heretofore referred to cul- 
minated in the commiitee together 
with others of the Chapter being in- 
vited to sit in on a meeting of the 
Mayors Post War Improvement Com 
mittee for the purpose of discussing 
the program and its execution. This 
meeting was held Monday, July 17. 
at the City Planning Commission's OI 
fice. Those present at this meeting 
were David V. Addy. Budget Director: 
Max R. Barton, Secretary, Welfare 
Commission; George F. Emery, City 
Planner; Glenn C. Richards. Acting 
Commissioner, DPW: George Thomp- 
son, City Engineer; Murray Kepler, in 
charge of Advance Planning Division; 
Wesley Bintz, Associate Engineer, City 
Plan Commission; Stewart Werback. 
Associate Civil Engineer, City Plan 
Commission. Mr. Emery explained that 
the committee had extended their in- 
vitation to the architectural group for 


the purpose of explaining what post 
war projects were expected to be done 
by the City staff and those which prob- 
ably would be assigned to private prac- 
titioners. This was a very interesting 
meeting and it developed for the first 
time through this meeting that the 
City actually expected to do most of 
the architectural post-war work with 
the exception of schools, which have 
always been done through private prac- 
titioners. The Committee felt that this 
meeting was called by these City de- 
partments in the spirit of asking the 
architects to help them out on a prob- 
lem that they did not have the per- 
sonnel to perform within their own 
departments. This definitely indicated 
that the policy of the City was to do 
most of their architectural work. 

It has taken practically all of this 
year to definitely establish the policy 
of the City administration regarding 
There is still further 
work for a Public Relations Committee 
to continue along with this work and 
to bring to the attention of the Mayor 
and the Common Council very defi- 
nitely our feelings regarding this type 
of procedure. If this can be ac- 
complished, and we feel it can be con- 
tinued 


our profession. 


along these lines, the 
Chapter will have done a very great 


service for the profession 


same 


Architects" Civic Design Group 


Branson V. Ganber, chairman. 


For a period of well over a year the 
group of 
Architects’ 


architects known as the 
Civie Design Group has 
been engaged in a research study of 
the overall aspects of planning of the 
metropolitan area of 
Detroit. This 
is proceeding under 
the sponsorship of 
the Cranbrook Acad- 
emy of Art, and with 
the approval and fi- 


work 


nancial support of 
the Detroit Chapter 
A.LA. and the Mich- 
igan Society of 
Architects. Mr. Eliel 
been the consultant to the Group. 

Although the work has been ied 
on as an independent research study. 
the cooperation and friendly interest of 
the Director and members of the staff 
of the City Plan Commission of De- 
troit has been maintained. One of their 
representatives attends the 
Group meetings. 

An Executive Committee, composed 
of six members of the Group formu- 
lates the policies, directs the methods 
of procedure, drafts the material for 
publicity, arranges meetings and super- 
vises the affairs of the organization. 


Saarinen has 


usually 
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During the past fourteen months 
regular meetings of the Executive Com- 
mittee and of the Group have been held. 
Considerable progress has been made, 
and the work has advanced well beyond 
the preliminary stages. Much more has 
to be done, but additional active mem- 
bers are needed to coordinate the work 
completely. 

With the fall season a new period of 
activity has resumed, and the last 
meeting of the Group evidenced con- 
siderable interest and enthusiasm. 
Some members have advanced their 
studies to the point where they are 
developing the street pattern of their 
areas. This stage of the work is most 
stimulating, and calls into play the 
planning capabilities of the members 
in a fascinating manner., 

The work is educational and should 
well repay the members for their un- 
selfish devotion to it. They are con- 
tributing of their time and talents 
without compensation, as a matter of 
personal interest and as a civic contri- 
bution towards the growth and im- 
provement of the Detroit area. 

When the work of the Group is com- 
pleted, it is planned to give it general 
publicity, and place it on exhibition. 
Many local groups and agencies are 
anxious to have this material, as they 
have been aware of the progress of the 
work, and are interested in it. Con- 
siderable time must elapse, and much 
work must be done to present the fin- 
ished work to the public in a manner 
which will reflect all possible credit 
to our profession. 

The results of this study must prove, 
as is now evident, that the architectural 
profession can and should assume 
leadership in this field of better plan- 
ning for our cities. 

It is hoped and requested that the 
Detroit Chapter, A. I.A., will continue 
the generous moral and financial sup- 
port which it has extended thus far 
to the Group. 


* * : 

Relations with Building Industry 
George F. Diehl, chairman 

Several months ago I was asked to 


" 


WINSOR SOULE, Santa Barbara ar- 
chitect, has been appointed supervising 
architect to design new buildings for 
Santa Barbara (Cal.) college. 

Soule's appointment was made at a 
meeting last week of the board of re- 
gents of the University of California. At 
the same meeting, a resolution was 
adopted approving the state's plan to 
purchase additional land adjoining the 
Mesa campus of the local institution. It 
is on this campus that the buildings will 
be constructed during the post-war pe- 
riod. 
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attend a meeting of the Building Trades 
Council, at which they hoped to con- 
vince certain State Officials that they 
needed additional 

help to maintain the 

Building Trades 

School. As I under- 

stand it, the archi- 

tects were asked to 

lend their moral sup- 

port to the plea by 

stating how essential 

it was to the in- 

terests of the build- 

ing industry that the 

Trades School be 

continued. Other 

members of this Committee were un 
able to attend but Chairman Kapp was 
present. Mr. Kapp and I both assured 
those present that we were heartily 
in favor of continuing the school and 
that in fact we believed a school of 
this kind was absolutely essential if we 
hoped to have skilled mechanics in 
the building trades. We further stated 
that we were so convinced of this that 
We were going to suggest to the De- 
troit Chapter that the architects offer 
some form of recognition to graduates 
of the various trades who have fin- 
ished with highest honors. 

The Chapter Board later approved of 
this and when the proposal was defi- 
nitely made to the Building Trades 
Council they thought it was a splendid 
idea and appointed certain members 
io cooperate with the writer in ar- 
ranging for prizes. Mr Kapp and I 
were both invited to a testimonial 
dinner on the occasion of the gradua- 
tion of the Trades School on August 
Sth, at which time it was intended to 
make the presentation. After several 
discussions with President Kapp and 
considerable research work it was 
finally agreed between us that the most 
fitting thing in the way of prizes would 
be a Kidder hand-book, since this 
would be equally useful to mernbers 
of any building trade. It was also agreed 
that the awards were to be made to 
each of the graduates who had the 
highest honors in their own branch 
of the school. This would mean a total 
of seven books, 

Because the school officials had not 
decided at the time of the Aug. 9th 
meeting just who was to be eligible 
for prizes, these prizes have not been 
awarded as yet but we expect to re- 
ceive a list of the names shortly. It 
it our intention to have the names of 
the honor students inscribed in these 
books, along with possibly some in- 
scription the gift is a 
recognition of the Detroit Chapter of 
the AIA. 


stating that 


The books are now in the writer's 
office and I am awaiting word from 
the Federation members. Will report 
further on this at a later date. 

Several members of the General 
Contractors and Subcontractors’ Asso- 
ciations were present at this Trades 
School dinner. Your Committee has 
had no recent meetings with the mem- 
hers of the Contractors’ Association. 

* 
Liaison with Preducers’ Council 

George F. Diehl 

The writer has attended most of the 
Council meetings during the year ex- 
cept the one in September, of which, 
through some oversight, I was not 
given a regular notice and had over- 
looked it. 

The Council has been as active as 
ever in promoting post-war work, but 
there is nothing new that is of interest 
to the Chapter except that at the last 
meeting on October 10th it was re- 
ported that they had agreed to have a 
committee of three serve as liaison of- 
ficers between their Council and the 
architects. Their committee consists 
of Paul R. Marshall, chairman, E. 
Douglas Ainslie Jr, and Walter J. 
Torbett. I am sure they could not have 
chosen a better committee. All of 
these men are well acquainted with 
the architects and have given us splen- 
did cooperation in our past under- 
takings. 

The Council hopes that the Chapter 
might consider taking similar action, 
that is, to appoint a committee of three 
for this cooperative work between the 
two organizations. 

Floyd W. Clise was appointed chair- 
man of a committee to arrange for a 
dinner meeting during the latter part of 
November, at which time it is intended 
to have Mr. Ripley, of General Elec- 
tric Company, speak on “Power for 
War.” Notice will be given in the 
bulletin as to when this meeting is 
definitely arranged, and the archi- 
tects should make an effort to at- 
tend, 


Liaison, E.S.D. 

George F. Diehl 

Under date of July 12, Frank G. 
Horton, Managing Secretary of the 
Engineering Society of Detroit, wrote 
a report to the members of the Affiliate 
Council, a copy of which was sent to 
Mr. Kapp, our President, who in turn 
forwarded it to me. This report, which 
is a rather lengthy one, covers a multi- 
tude of different activities in which the 
Engineering Society members have 
been active. While all of these are 
not of direct interest to the members 
of our Chapter, we should be interested 
to know that they are taking active 


parts in civic affairs and various 
phases of promotion of post-war con 
struction 

Under date of September 6th I wrote 
to Mr 


work of their members of the Affiliate 


Schultheis, commending the 
Council and the fine spirit of coopera- 
tion they have shown with members 
of our group. Mr. Schultheis acknowl- 
edged my letter with thanks 

Mr. Fairbrother, of the 
program committee, asked me to ascer- 
tain whether the ES.D. 
us in arranging a joint meeting some 
time during the 


Chapter's 
cared to join 
coming season, at 
which he hoped to arrange to have à 
speaker of national prominence on a 
subject common to both of our groups. 
I am informed that the Engineering 
Society would be very glad to join 
us in such a meeting. They suggested, 
however, that arrangements be made 
between the two chairmen of the pro- 
gram committees of our respective or- 
ganizations. I informed Mr. Fair- 
brother of this and you will un- 
doubtedly hear further from him. 


Civic Design 
Robert B. Frantz, chairman 
The committee has kept in touch 
with the past years activities of the 
Architects Civic 
through Mr 


Design 
Saarinen has effectively 


Group and 


furthered the chap- 
I ter's work in the in- 
terest of Detroit-at- 
large. This has been 
very valuable assist- 
have 


ance. Steps 


been taken also to 
incorporate ‘Regional 
and City 


into the 


Planning' 
architec- 


tural curriculum of 


the Universit} 
school, and Mr. Hebrard is now in 
Boston attending the two-weeks con- 
ference in this field. No other assign- 
ments have been brought to our atten- 
tion. 


of Michigan graduate 


Fublic Information 
Talmage C. Hughes, chairman 
Your 


receive 


continued to 
three 
as well as those 


committee has 
cooperation from the 


Detroit newspapers. 


throughout the state. The good will 


that is thus built up is of great value 
to the profession. 

Member Suren Pilafian has done a 
splendid job of publicizing the activi- 


of the Architects Civie Design 


The Weekly Bulletin has carried 
the news of the Michigan architects 
to every state in the union On January 
1, 1945 it is to have a national circula- 
tion to all architects registered in the 


torty-eight states 

The national Committee on Public 
formation has cooperated with pro- 
ducers in their advertising telling the 
architects’ story. Notably among these 
Sdwards & Company 
yittee assisted in preparing this ad- 


Your Com- 


;ertising campaign and in the prepara- 
jon of the booklet they offer in their 
idvertisements, “How to Plan Your 
New Home” To date over 52,000 re- 
s for this booklet have been re 


eiv Many architects have used it 


s a piece to distribute to their clients 


embership 

Talmage C 
The Chapter 
Membership Committee 
with the letter ballot procedure, has 


Hughes, chairman 
Board has 
This, together 


acted as 


been most effective. The Executive 
secretary has acted to process the ap- 
plications 
As of this date the Chapter member- 
ship is as follows: 
Fellows $4 Pants " 8 
Emeritus s: | 


Corporate 


ations in. Washington 


App 


Total Corporate 


Junior Assistants 
Student Assistants ... 9 
Honorary 3-05 3€ 5 2 
Grand Total .........--458 
Newly elected fellow Messrs 
Branson V. Gamber, Clair W. Ditchy, 
and Henry F. Stanton 
Of 26 former members still in the 
Chapter area, 21 have been reinstated. 


We regret to record the passing of 
Adolph Eisen, Leonard H 
and Leroy Lewis, Jr. 


member: 
Field, J 

Several members have transfered to 
the Grand Rapids Chapter and others 
will probably do so. Twenty -four mem- 


bers are in the Saginaw Valley area. 
where a Chapter is in process of forma- 
tion. Other Chapters will undoubtedly 
be formed as the form of the unifica- 
tion plan is determined. 


TEN GREAT BADGERS 
OF HISTORY NAMED 


The ten greatest 
all Wisconsin history have been chosen 
by Dr, Edward P Alexander, director 
of the State Historical Society, on the 
suggestion of Dale Wilson, editoral 
feature writer of the Milwaukee Jour- 
nal. Wilson's suggestion was prompted 


personalities in 


oy the selection of Missouris "ten 
greatest" by the director of the State 
Historical Society of Missouri. 

tn the field of fine arts, Alexander 
cited only Frank Lloyd Wright (1867- ) 
; eandidate. Wright, he believes, is 
yesponsible for the modern style 
jf building and his influence has been 
of international proportion 


COMPETITION JURY NAMED 


judges were named today for the 
500 "Arts & Architecture United 
States Plywood Corporation Architectu- 
ral Competition” for “America’s idea 


postwar small home for the average 
family.” The judges are 

Frederick Langhorst, A.L A, San 
John Rex, A.LA., Gregory 
Ain, Charles Eames and J. R. Davidson 


the last four from Los Angeles 


Franc 


The Competition is open to all archi- 
tects, engineers, designers, draftsmen 
technicians and students. Last years 
competition drew more than 500 en- 
tries from all over the country and some 
from foreign lands. This year’s compe 
tition closes Dec. 20, First prize is $1,250. 

Results of the Competition will be 
offered to the publie as usable and 
buildable plans 
J. R, Davidson, is a modern designe: 

who is responsible for some of the 

best work in the residential field in 

Southern California 
Frederick Langhorst, one of the best 

known younger architects in the San 

Francisco Bay area, won an honor- 

able mention in the 1943 competition 

For some years he was in the Office 

of William Wilson Wurster, now Dean 

of the School of Architecture at Mas- 
sachusetts Institute of Technology. He 
is active in the A.LA. and the State 

Association of California Architects 
John Leon Rex, graduate of the Univer- 

sity of Southern California, Los An- 

geles, worked with Sumner Spauld- 
ing, F.A.LA. He has been design 
engineer at the U.S Naval Operating 

Base, San Pedro, California 
Gregory Ain, after studying at Univer- 
of California, Los Angeles, and 
University of 


Southern California, 
won a Guggenheim Fellowship in 
1940 for low cost housing and also 
won five awards in the national com- 
petition. 

Charles Eames, has worked extensively 
in the field of industrial design. He 
studied architecture in St. Louis and 
Washington Universities, traveled a- 
broad and taught design at Cran- 


brook Academy of Art. He won two 
first awards in the Museum of Modern 
Arts Organic Design Competition 
ROLLIN R. ROSSER, / 
scheduled to lead the di: 
what is wanted and what can be ex- 


LA, was 
ussion of 


pected in postwar homes, in the 
three of a series of meetings of em- 
ployed girls at the Dayton, Ohio, 
YWCA, for Sept. 29, Oct. 6 and Oct. 13. 


LEONARD SCHULTZE & ASSO- 
CIATES of New York are architects 
for a $3,600,000 garden apartment de- 
velopment for Sc ale, N.Y., consist- 
ing of 44 buildings, 280 living units. 
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THE MICHIGAN SOCIETY OF ARCHITECTS 


SCHEDULE OF RECOMMENDED CHARGES 


(American Institute of Architects Document Adopted by the M.S. A.) 
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Ratified and adopted at the 
16th Annual Convention, 
M. S. A., 1928 
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The Michigan Society of Architects, as 
a professional body, recognizing that the value 
of an Architect's services varies with his ex- 
perience, ability and the location and character 
of the work upon which he is employed, does 
not establish a fixed rate of compensation bind- 
ing upon all of its members, but, in the light 
of past experience, recommends that for full 
professional services, adequately rendered, an 
architect practicing in the State of Michigan 
should receive as reasonable remuneration 
therefor at least the compensation mentioned 
in the following schedule of charges: 


l. The architect's professional services 
consist of: 
(a) Preliminary studies, including the 


necessary conferences and the preparation of 
preliminary sketches, the least compensation of 
which is one-fifth of the hereinafter mentioned 
fees. 


(b) Working Drawings and Specifications. 
complete ready for taking bids, the least com- 
pensation for which is an additional 2/5 of the 
hereinafter recommended fees. 


(c) Supervision, including the taking of 
bids, the preparation of full size and large scale 
details, the general direction of the work, the 
checking of contractors’ monthly statements, 
the checking of shop drawings for various 
trades, and the issuance of certificates of pay- 
ment, the least compensation for which is an 
additional 2/5 of the hereinafter recommended 
fee. 


2. The proper minimum charge for pro- 
fessional services on the average type of work, 
when let under a general contract, is 6% of the 
total cost of the work. When the major portion 
of the work is let under a general contract and 


a minor portion is let separately to individual 
contractors, then 6‘¢ shall govern for the entire 


Q 
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Distribution Authorized at the 
16th Annual Convention, 
M. S. A., 1930 


work, plus an additional 4% upon that portion 
let separately. 


When all of the work is let separately to 
contractors for individual trades, then the 6% 
fee shall be increased by 4% additional to cover 
the architect's extra cost of keeping records 
and dealing with serveral contractors instead 
of one contractor. 

3. On residential work it is proper to 
charge from 8% on the first $50,000.00 of cost, 
and 6% on the balance. On residential work 
at a sufficient distance from the architect's 
office, to require unusual time in travel, but 
not far enough distant to require rail or boat 
transportation, it is customary to increase the 
above-mentioned 845; and 6°; charges to 10% 
and 8% respectively. In both cases the fee shall 
cover stables, garages and other dependencies. 


4. In the hands of architects best qualified 
to design them, churches and ecclesiastical 
buildings generally bear a commission of from 
8% to 10% on work under $50,000.00, and 
742‘% on work over that amount. Designing of 
or assisting in the selection of or purchasing 
of church furniture and fixtures, depending on 
the amount of detail work necessary and the 
time required, bears a commission of from 10% 
to 20%. 


». Buildings with complicated equipment 
such as laboratories bear a higher rate than 
the 6% quoted in paragraph 2, above, for aver- 
age work. If taken at 6%, the equipment 
should be charged separately at a higher rate. 


6. On monumental, decorative, and land- 
scape work, special interiors, and special cab- 
inet work, as well as alterations to existing 
buildings, whether federal, municipal or priv- 
ate, the minimum charge is 10%. Should the 
work involved require unusual study or spe- 
cialization, it is usual to charge 15% or even 
more. 


EC Rd 


7. Designs for fabrics, furniture, fixtures, 
lighting fixtures, and special decorative work 
other than for churches, the minimum charge 
is 15%. 

8. On articles not designed by the archi- 
tect, but purchased under his direction, the 
minimum charge is 6°: 

ÿ. On work of such nature that the final 
total cost cannot be reasonably accurately ap- 
ssible to 


proximated, it is advisable and permi 
charge on a pay roll-overhead-profit basis, that 
is to say, to charge the actual amount of the 
payroll, plus the average percentage of over- 
head, plus a profit of, say 25%. If pay roll totals 
$100.00 and overhead amounts to 85% of the 
pay roll, then the charge will be: 

Pay roll . 
Overhead, 85'% 


$100.00 


of $100.00 85.00 


$185.00 
46.25 


Total 
Plus 25% for Profit 
Total charge $231.25 

In offices having an overhead of 100% this 
method amounts to charging 24% times the pay 
roll, which is quite generally used. It is fair to 
both owner and architect. It often saves the 
owner a considerable amount, and insures the 
architect a reasonable profit. 


10. As a substitute for the method sug- 
gested in paragraph No. 9 above, the architect 
may be paid a fixed fee for his own personal 
services, or, in some cases, a commission upon 
the cost of the work. In addition thereto, he is 
reimbursed by the client for his actual office 
expenses (pay roll, exclusive of his own draw- 
ing account, plus overhead). This is known as 
the “Fee-plus-cost” method. 


11. All 
penses, measurements, surveys, fees for expert 


disbursements for traveling ex- 
advice when requested or sanctioned by the 
client, and the cost of all prints, to be paid by 
the client. 

12. All of the above charges are subject to 
increase by special arrangement, where the cost 
of the work is small or the conditions unusually 
difficult. 

13. By special interiors and cabinet work. 
is meant that part of the work which is indi- 
vidual, and requires special study and drawings 
for each room or each feature thereof, as dis- 
tinguished from the work which is repetitious 
and which can be executed from typical draw- 
ings and general specifications. 
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14. The supervision of an architect does 
not guarantee the performance of the contract 
by the contractor, or insure the client against 
defective work thereunder. 

Where the architect is retained to oversee 
preparation, manufacture, execution and in- 
stallation of work, as well as to check final 
requests for payment for same, he will do everv- 
thing in his power to enforce the spirit and the 
letter of drawings and specifications. Beyond 
that he is not responsible. 

15. The architect is construed by the courts 
to be the owner’s agent and the owner is re- 
sponsible for payment for labor and material 
ordered by the architect for the owner. The 
architect's power of agent is limited, however, 
to the building or work upon which the archi- 
tect has been commissioned by the owner to 
perform professional services. 

16. It is proper to charge for the prepara- 
tion of sketches of any nature whatsoever, even 
if the client be asked only to reimburse the 
architect for his actual costs of payroll and 
overhead. 

Under no circumstances will the architect 
offer to make sketches without charge or obli- 
gation in order to assist in soliciting business: 
nor will he submit to a prospective client’s in- 
vitation to submit sketches under such condi- 
tions, for, by so doing, he may institute or be 
drawn into an ungoverned and unethical com- 
petition. 

If the architect chooses to work without 
reasonable compensation, he may do so only 
under conditions which will not tend to injure 
his fellow practitioners. 


UNETHICAL PRACTICE 

If an architect has quoted a rate of fee to 
a prospective client, another architect seeking 
the same work and having knowledge of the 
rate quoted by the first, is guilty of unprofes- 
sional conduct if he attempts to obtain the 
work by quoting a lower rate of fee. Such con- 
duct is unethical. 


SUBMITTING SKETCHES 


If an arehitect knowingly competes with 
other architects by submitting sketches with- 
out obligation, thereby submitting to an un- 
governed and unauthorized competition. he is 
unfaithful to the profession, and guilty of un- 
professional conduct. 
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NILES MAIN STREET USED 


MICHIGAN SOC 


OF ARCHITECTS 


FOR NATION-WIDE PLANS 


Niles, Mich. is being used as an example for plans for postwar improvement 
in any city having a population of 5,000 to 50,000. officials of The Kawneer Company 
said in a luncheon meeting in Niles, Sept. 11 


Guests at the meeting were members 
of the city postwar planning commis- 
sion, several members of the city coun- 
cil, and about 20 representative mer- 
chants. 

Research, surveys and resulting 
plans, which will be a 13-page, illustrat- 
ed feature of the October issue of the 
Architectural Forum, were discussed 
by Lawrence Plym, president of Kaw- 
neer, Ray Underwood, sales manager; 
James Carse, in charge of sales pro- 
motion and advertising, and Morris 
Ketchum, Jr., of the architectural firm 
of Ketchum, Gina and Sharp, New York 
City, architectural consultant of The 
Kawneer company. 

Photographs of a typical block in a 
business district showing the present 
store fronts and sketches of possible 
improvements, were shown to the group. 
The new plans were designed by Ket- 
chum. 

Plans encompass not only improved 
store fronts, Carse said, but extended 
to parks, parking conditions, the re- 
routing of traffic, and everything con- 
cerned with city and community im- 
provement. 

Niles was chosen to represent all 
cities of a similar size, Carse explained, 
because its problems are similar to those 
of other cities of its size, because of its 
proximity to other shopping centers, 
and because the interest of The Kaw- 
neer Company is centered, 

Interviews conducted with 
shoppers, store-keepers and other cit- 
izens, and research was completed. 
Building problems were turned over to 
Ketchum who gave a solution for each 
store of the representative block. 


were 


PROFESSOR HENRY A. JANDEL, 
Spokane, Wash., architect and Prince- 
ton University faculty member, ad- 
dressed the Corning, N. Y. Rotary Club 
on Aug. 3, discussing College in War- 
time, it was announced today. 

Prof. Jandel was educated at Car- 
negie Institute of Technology. Prince- 
ton, and Ecole des Beaux-Arts at 
Paris. He was the 30th winner of the 
Paris prize for architecture. 


HOWARD P. VERMILYA, A.LA., has 
been appointed a Director of Housing 
Research of the John B. Pierce Founda- 
tion. Mr. Vermilya, has for the past 
ten years been connected with the 
Federal Housing Administration as 
Technical Director. In that capacity 
he was in charge of the development 
of housing design and construction 
standards and of the investigation of 
new materials and methods of con- 
struction for the Insured Mortgage Pro- 
gram of the Federal Government. He 
will bring this experience to bear in 
directing the greatly expanded Hous- 
ing Research Program of the Founda- 
tion. 

The John B. Pierce Foundation is 
stressing the development and adapta- 
tion of new materials, equipment and 
techniques to housing production. Re- 
search in these fields is required if the 
great technical strides which have been 
made as a result of the war are to be 
made available to housing in time for 
the potential post-war demand and to 
be of assistance in the reconversion 
to peace. 

NOTE TO TAL HUGHES: Sometime 
when you think of it, will you please 
tell somebody that we did not write 
the fine story you published about our 
Conference of October 5 and 6? Our 
good friends have been accusing us 
of writing it for ourselves and—we 
didn't. It is much better when some- 
one else does it. In fact, it baffled us 
no little how you learned about it so 
easily. Thanks a lot anyway, for the 
sake of the Conference and not for our 
own.—Walter T. Rolfe, in the 121st 
Paragraph, Central Texas Chapter, 
A.LA. 

* + + 

LT. IRVING G. HUNSBERGER, son- 
in-law of Roger Allen, is a prisoner 
of war, according to information just 
received by his relatives in Grand 
Rapids. Lt. Hunsberger, a Thunder- 
bolt pilot, went down over France 
July 19. 


Page II 
STEFEN H. ZACHAR, ALA., mem- 
ber of the Florida South Chapter and 
Miami 
Beach, has a side line of breeding and 
raising thoroughbred horses on his 
102-«cre Golden Shoe Farm near Davie 


a rising young architect of 


in Broward county, Florida, where he 
assembled a sizable draft of the best 
bloodlings of the turf, 


E 


CENTRAL PENNSYLVANIA CHAP- 
TER, A.LA, held its Fall meeting at 
Harrisburg on Oct. 3. Members of Penn. 
Branch of A.G.C., and the Harrisburg 
Builders’ Exchange were guests, 

The speaker of the evening will be 
Mr. Francis A. Pitkin, Executive Di- 
rector of the Pennsylvania State Plan- 
ning Board, and the subject: "Prac- 
tical Zoning—An Essential Community 
Function.” An open discussion followed 
the address. The get-together was ar- 
ranged by officers and the Committee 
on Relations with Construction In- 
dustry, John J. Lynch, Chairman, to 
better enable the Contractors and 
Architects attending to get acquainted, 


* * * 


CHARLES M. STOTZ, A.LA,, spoke 
on "Early Pennsylvania Architecture" 
before the Aliquippa, Pa, Exchange 
Club on Sept. 19. 

Mr. Stotz, who is an architect, author 
and authority on the early architecture 
of Pennsylvania, spoke with under- 
standing concerning the many buildings 
built in Western Pennsylvania by the 
early settlers being still standing in 
different parts of the state. He further 
stated that the architecture of every 
period is shown by the race of people 
who settled in that area at that time. 
He also illustrated his talk with slides 
of places photographed at the Old Econ- 
omy grounds in Ambridge and a number 
of places through this part of the state. 

The speaker is at present in charge 
of the restoration of the Harmony So- 
ciety properties in Old Economy, now 
Ambridge. 

* + * 

THE ROYAL INSTITUTE of British 
Architects has divided Britain into 18 
regions. A general plan for, say, roads, 
airports, open spaces and so forth is 
issued to the 18 regions, who are asked 
to work out the local details. 
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2604 FOURTH AV 


14360 Livernois Ave. 


Thomas Brick and Tile Company 


Headquarters for Dependable Masonry Products 


TOwnsend 8-1354 
Detroit 4, Michigan 


J. CHRIS JENSEN, A.LA. of Council as it was—it would be great to be 50 sity. They were associated with John 


Bluffs, Iowa, considers himself a priv- vears younger and starting over again." Russell Pope, one of America's most 
ileged man On his seventy-first i famous architects, until his death in 
birthday, Sept. 23, he said, “I've lived EGGERS AND HIGGINS, interna- 1937 when the partnership of Eggers 
a long time and I've done everything tionally famous architects who designed and Higgins was formed. Phelps and 
I wanted to do." the $15,000,000 National Art Gallery Dewees and Simmens. directed the con- 

No longer actively engaged in his and the Jefferson Memorial in Wash- struction of Nierman Hall and Jones 
profession but keeping an ever watch- ington, D. C., will plan construction of auditorium already on the campus, and 
ful eve on the changes in architecture 8 to 10 major buildings on Texas A&I 

i were consulting architects for the 

and acting as a constant consultant on campus in collaboration with Phelps "b" 
building problems to his friends, he and Dewees and Simmons of Ban Ane C0 aries 
says he can't help wishing he were 50 tonio NEW YORK CHAPTER, AJA., has 
years younger. "There's going to be Included among the educational in- 
Perte shortage. of afthiesis atten — sütutibrs designed amd ennstracted’ by. sued! à pomphist as iis mow public 
the war. The young men are not being Eggers and Higgins are Syracuse Uni- report on "Some Basic Redevelopment 
trained, and in using substitute ma- versity, and the auditorium and ex- Problems." Address, 115 E. 40th St., 17. 
terials building can't be as satisfactory perimental theater at Indiana Univer- N. Y 
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———— — EFFECTIVE PROTECTION 
CINDER VErmont 6-5500 Parkeriring combines rust-proofing and a superior finish on 
scores of architectural units. It has been serving for years in the 
building field. It is good practice to specify Parkerizing for sub- 
BLO CK stantial protection for ornamental iron work and hardware. 
n pet INC. PARKER RUST PROOF COMPANY 
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VI. 1-8300 DETROIT 


THE DONALD MILLER COMPANY 


PLUMBING — HEATING — AIR CONDITIONING 
INDUSTRIAL PIPING — POWER PIPING 
FIRE PROTECTION SYSTEMS 


1718-1720 Brush St. DETROIT RAndolph 2800 


CINDER BLOCK INC. 


9303 Hubbell Avenue vend Joy Read’ Detroit, Mich. VErmont 6-5500 
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HAGGERTY BRICK CO. 
10450 Michigan Avenue DEARBORN, MICH. 


DANIEL BRICK CO. 
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Curtis 
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Curtis 


| Wyoming, south of Michigan, DEARBORN, MICH. 


JOHN A. MERCIER BRICK CO. 
3895 Roulo Avenue DEARBORN, MICH. 


TROMBLY BRICK CO. 
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CLIPPERT BRICK CO. 
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THE 
SHERWIN- 
WILLIAMS 
COMPANY 


SIX DETROIT BRANCHES 


2036 Woodward Avenue 
12927 East Jefferson Ave. 
14212 Gratiot Avenue 
14495 Grand River Avenue 
934| Grand River Avenue 
14236 Michigan Avenue, 
Dearborn 


You Are Sure of Quality and the 
Satisfaction of Your Clients 
When You Specify— 


SHERWIN-WILLIAMS PAINTS 


HOME posee m 


Zonolite Granular Fill is natu urally permanent. 100: 
esi 


fit 
attic floors as proi »tectiv € barrier to downward spread of fi re Herbe. 


INSULATING PLASTER 


Zonolite AP Purpose P laster Aggregate is clea an and easy to mix 
and apply . 12% time une er than sand, with 5 times more 
insula ating v alue. Non-freezing . dily na ailable. 


INSULATING CONCRETE 


When used with portland cement, Zonolite Concrete 
combines permanence, extreme light weight—an: 
for roof and floor fill; roof decks, cants, saddles, 

and poultry. Undamaged by moisture; Ho lel fire-proof. 


. crack-resistant... reat 


No "Priorities" on ZONOLITE, 
Write for free descrip- 
tive literature. 


UNIVERSAL ZONOLITE 


Plants in Principal Cities 


Detroit Office 
12345 Schaefer Highway 


Specialists iy 
Certified Concrete 


Transit Mixed Concrete Company ma ias i 


Slag Cancia - Lighter i in Weight zs Stronger by Test 
832 CARY STREET Vinewood 1-4440 


CONCRETE FOR ALL PURPOSES Koenig Coal & Supply Co. 


Main Office: 1486 Gratiot Ave. CAdillac 1584 
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Automatic Sprinkler Systems 
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1125 East Milwaukee Avenue 
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Glass Jobbers & Glazing Contractors 


WEAVER- WALL Asphalt Shingles 
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60 to 500 cu. ft.—By Day, Week or Month— ASBESTOS LTD. "Asbestos Siding 


All Accessories Furnished 


| Warehouses 
W. H. A N D E R so N CO, | N G Detroit Grand Rapids Cleveland Toledo 


Detroit, Michigan 


BETTER LIGHTING 7 | 
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SPEEDS WAR WORK | | soiré asumi ms 


even better position to serve on peace- 

The WPB recommends that every war time construction when hostilities have 
plant have an adequate and well-designed ceased. 

to increase production 

accidents 


Detroit Edison lighting advisors are | 
prepared to cooperate with architects ir | Moynahan Metals 


planning good lighting for war industries 


f à the NE fficient use of materials | | Company 


and electricity. 


here no charge for this servic 
offered for any plant to be | 2658 Porter Avenue 


ed by The Detroit Edison Cor Detroit 16; Michigan 


| RAndelbh 2100 Lighting Divi: 
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BRONZE COMPANY 
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WITH DESIGNS, TECHNICS 
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POSTWAR WORK 


ORNAMENTAL METALS 


CUSTOM HARDWARE 


MISCELLANEOUS IRON 


9071 ALPINE AVENUE * DETROIT 4, U.S.A. 
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NOW! A New No-Leak Method 
For Glazing Wood Sash 


Excellent Ideal for 
for Sash All Outside 
Manufacturers Glazing 


Out of the Plastic Products Labora- 
tory has come a revolutionary ad- 
vance in glazing wood sash—a better 
method and a beHer material. The 
glass is bedded in Plastoid Elastic 
IL. Bedding Cement making a rubbery 
M bond that will allow for all contrac- 
Hon and expansion and absolutely 
prevent leaks. Then the facing is ap- 
plied in the usual way, with Glaza- 
Wood. The method and the material 
produce no-leak glazing, and elim- 
inate the other faults characteristic 
of the old procedure . . . Write for 
descriptive literature. 


PROVEN BEST BY ACTUAL TEST 


For complete details see Sweet's Catalog. Vol, 18. Page 15 


PLASTIC PRODUCTS COMPA 


GENERAL OFFICE 648) GEDRGIA AVENUE e DETROIT, MÍCKIGAN 


| STANDARD COTTON INSULATION | 
| 


* Greater Heat Resistance 
* Vermin Proof 
* Moisture Proof 


* Best at Lowest Cost 
| Tests Prove Greater Efficiency of Cotton 


“STANDARD COTTON” insulation is the only ALI 
ENCLOSED cotton blanket-type insulation 
Specify it by name 


Warren Fibre Products Co. 


1040 W. BALTIMORE DETROIT 2, MICHIGAN 
Phone TRinity 1-4030 


GLASS BLOCK FOR 
YOUR. PLANT- NOW! 


Critical materials are not required t 
erect glass block panels in that new 
plant addition—or in replacing worn- 
out sash in existing buildings. Get 


Insulux Glass Block at pre-war prices— 


without delay. 


CADILLAC GLASS CO. 


LENOX 4940 2570 HART AVENUE DETROIT 


BULLETIN 


MICHIGAN SOCIETY OF ARCHITECTS 


OFFICERS 
JOHN C. THORNTON, President 
ROGER ALLEN, Ist V. Pres. 
ADRIAN N. LANGIUS, 2nd V. Pres. 
EARL W. PELLERIN, 3rd V. Pres. 
L. ROBERT BLAKESLEE, Secretary 
LAWRENCE E. CALDWELL, Treasurer 
TALMAGE C. HUGHES, Exec. Sec 


Entered as seconc-cios matter December 9, 1930 


EDITOR 
TALMAGE C.'HUGHES 
120 Madison Avenue, Detroit 24 


DIRECTORS 


ROBERT B. FRANTZ 
BRANSON V. GAMBER 
JOSEPH W. LEINWEBER 
HARRY L. MEAD 

C. WILLIAM PALMER 


CHerry 7660 MALCOLM R. STIRTON 
Advertising Manager 
E. B. FAUQUIER 
at the Post Office at Detroit, Michigan, under the Act of March 3, 1879. Published Weekly. Subscription 


Price 50¢ per year (Non-members $1.00] 10 cents per copy 


DETROIT, MICHIGAN: OCTOBER 31. 1944 


DETROIT’S AMERICAN LEGION 


MEMORIAL HOME 
Derrick & Gamber, Architects 


It is hoped that the new building for 
the ‘American Legion Memorial Home 
in Detroit will be located in the neigh- 
borhood of the Art Center, or the Civic 
Center. 

The exterior will be of white Georgia 
marble ith some low relief carving, 
used very sparingly, and executed in a 
conventional and modern style. 

As one faces the building, the en- 
trance to the Memorial Home will be 
in the center and the entrance to the 
Auditorium will be on the left, There 
will be a separate entrance to the Meet- 
ing Hall and Dance and Drill Hall at the 
Auditorium end of the building. 

The plans call for a ground floor, first 
and second floor, The first floor will 
eontain a generous and dignified vesti- 
bule and lobby, general office for trans- 
acting the business of the Memorial 
Home and the Auditorium which can 
be entered directly from the street and 
from the lobby. The seating capacity 
of the Auditorium will be 2500 includ- 
ing the balcony. 

In addition this floor will contain a 
large lounge, dining room, bar, kitchen, 
ete. The building manager's office will 


also be located here, as will the check 
room and rest rooms for men and 
women. 


The ground floor will have excellent 
natural light and will contain a large 
Meeting hall and a large Dance and Drill 
hall. In addition twelve (12) bowling 
lanes will be included on this floor and 
three hand-ball and squash courts. 
Lockers and showers will be provided 
as will a check room and rest rooms for 
men and women. 


A generous amount of ground floor 
space will be devoted to the Legion 
News and a large store room for Post 
equipment will also be included. 

A cocktail lounge is planned in con- 
nection with the bowling lanes. The 
remainder of the ground floor will be 
given over to utility room, maintenance 
room and mechanical equipment. 

Two wide stairways will lead down 
to the ground floor directly from the 
lobby on the first floor. These same 
stairways will lead up to the second 
floor from the main lobby. This floor 
will contain a large social room with 
three (3) card rooms and a very gen- 
erous bar. A large billiard room and 
a room given over to table tennis. Four 


(4) meeting rooms (which can be 
thrown into one large room) will be 
included, as will the offices of the 
District Association, Sons of the Le- 
gion, District Auxiliary, and the office 
of the 40 and 8. 

A large library will be included on 
this floor and again rest rooms for men 
and women and a utility room. The 
balcony of the Auditorium can be en» 
tered directly from the corridor on this 
floor. 

These three floors will be served by 
two (2) passenger elevators and one 
(1) service elevator. 

It is intended that the interiors will 
be dignified, and as homelike in their 
furnishings and decorations as it is 
possible to make rooms of such a nec- 
essarily large size. 

The building will be air conditioned 
and will contain the most modern me- 
chanical equipment and furnishings. 


D. E. ANDERSON 
ARCHITECT FOR PRISON 

David E. Anderson, A.LA., of Mar- 
quette, Mich., has been appointed arch- 
itect for the Marquette prison to plan 
postwar construction. 

Anderson's appointment was made by 
the state prison com- 
mission and state 
building department 
with the approval of 
the state adminis- 
trative board. 

“Mr. Anderson will 
prepare all site plans, 
preliminary estimates 
and architectural 
drawings for postwar 
construction proj- 


Anderson 
ects,” it was stated by Ralph E. Benson, 
warden of the prison. 


— 
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| COUSE & WESTPHAL | 


General Builders 


12740 Lyndon Ave. HO. 3525 
Detroit, Mich. 


A. W. KUTSCHE & Co. 


CONTRACTORS 
2111 WOODWARD AVE. DETROIT RANDOLPH 0372 


BUILDING CONSTRUCTION 


University 2-3413 


DARIN and ARMSTRONG 


Incorporated 
GENERAL CONTRACTORS 


2041 FENKELL AVENUE DETROIT 


Long Experience — Adequate Facilities — Clean Cut 
Business Procedure 


BLUE PRINTING AND PHOTOSTAT REPRODUCTIONS 


O & O BLUE PRINT & SUPPLY CO. 


CAdillac 0005-0011 77 Sibley 


FREDERIC B. STEVENS, INC 


ENAMELED BRICK, GLAZED BRICK AND 
ROOFING AND FLOOR TILE 
ANTLHVDRO-—For Hardening sed! Waterprogfing Concrete 
THIRD AND LARNED STREETS 
RAndolph 5990 DETROIT, MICH. 


H. H. DICKINSON COMPANY 
COMPLETE BUILDERS SUPPLIES 
Armored Concrete Curbing 
Masters’ Builders Products 
HEATILATORS — ASPHALTS 


5785 Hamilton Avenue MAdison sso | 


MURRAY W. SALES & CO. | 


Wholesale 


Plumbing and Heating Supplies 


For 
Defense Plants and Houses 
801 W. Baltimore 


O. W. BURKE COMPANY 


General Contractor 


FISHER BUILDING 


MAdison 0810 Detroit, Mich. 


GLANZ & KILLIAN CO. 


Contractors 


PLUMBING — HEATING — VENTILATING 
FIRE PROTECTION SPRINKLER SYSTEMS 


1761 West Forest Avenue TEmple 1-7820 


Thomas Brick and Tile Company 


Headquarters for Dependable Masonry Products 


TOwnsend 8-1354 
14360 Livernois Ave. Detroit 4, Michigan 


UNCH & JUDY THEATRE 
cheval at Fisher Road | Ni. 3898 


WEDNESDAY THURSDAY NOVEMBER 1-2 
Dick Powell - Lucille Ball "MEET THE PEOPLE" 
FRIDAY - SATURDAY NOVEMBER 3 - 4 
Lynn Bari - Benny Goodman "SWEET AND LOW DOWN" 
Sat., 11 P.M.—Jinx Falkenberg “NINE GIRLS" 
SUNDAY THRU THURSDAY NOVEMBER 5 THRU 9 
Bette Davis - Claude Rains ‘MR. SKEFFINGTON" 


FOX THEATRE 
BEGINNING FRIDAY OCTOBER 27TH 
“THE CLIMAX" 


Starring Boris Karloff, Susanna Foster and 
Turhan Bey 
A Companion picture will also be shown 


BEAUTIFUL INTERIORS 
are created with wall paper 
furnished by 


FISHER WALL PAPER CO. 


We have a cor 
you the best in 
Wall Paper Manufac m y fer, 
Let Us Help You 
5840 Woodward Avenue 
6 LOCAL BRANCHES IN DETROIT 


"Ask Your Decorator" 
He will tell yoù that 


Fisher Wall Paper Co. 


are Michigan's largest wall paper distributors. 


Turner-Brooks, Inc. 
FLOOR COVERING CONTRACTORS 


All Types Floor, Wall and Ceilings 


ASPHALT TILE LINOLEUM 
RUBBER TILE CORK TILE 
CARPETS RUGS 
WINDOW SHADES VENETIAN BLINDS 
ACOUSTICAL MATERIALS 
WOOD MOSAIC PARKAY FLOORS 


9910-20 Dexter Blvd. 
Detroit, Michigan 


TO. 8-2470 
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LETTERS 
To President Kapp, 
Detroit Chapter A.LA. 

For the Cleveland Chapter, A.LA. 
and, particularly for those who were 
fortunate to have been along on the 
Detroit trip, I wish to express our 
appreciation for the fine time we had 
on the 7th. The trip through the tank 
arsenal was an instructive and inter- 
esting — non-architectural experience 
and, as always, there is only one 
Cranbrook, 

We are all back in our routine grooves 
with an increased, optimistic viewpoint 
toward doing bigger and better things 
Our program committee has been in- 
structed to prepare for a "return bout" 
which I hope will develop into an an- 
nual affair. 

Also, for the Chapter, I would ap- 
preciate having a copy of your pre- 
liminary fee contract with the City. 
Proctor Noyes tells me that you are 
sending him same and I believe he is 
going to propose similar proposition 


to us, Kindest regards, 
J. Byers Hays, Pres., Cleveland 
Chapter, A.LA, 
T" 
Bulletin: 


Your nice letter received, also the 
copy of the "Bulletin" containing my 
"London Letter" I want to congratu- 
late the Chapter and you on its finc 
showing, and it must 
make you quite proud 
now that the Weekly 
Bulletin is to reach 
every architect in the 
United States. Con- 
gratulations! 

I am enclosing a 
clipping which re- 
cently appeared in 
one of the London 
papers which I 
thought very good 
indeed. As you will 
note, it is written by an American 
woman, and is an excellent description 
of some of the terrifying times we have 
all been through. 

The buzz bombs, which started in the 
middle of June, have been very devas- 
tating indeed. Over nine hundred thou- 
sand homes in London alone have been 
damaged in some degree, and every bit 
of building labour available is now be- 
ing used in a great endeavor to close in 
these houses as much as possible before 
winter comes. We thought we were all 
through with these dastardly contriv- 
ances, but still they come. Every little 
while one sneaks through and goes 
"boom," and we know some more fam- 
ilies are homeless, and perhaps some 
more killed. 

1 am as busy as ever 1 was, and am 


Cpl. Crane 


OCTOBER 31, 1944 


terribly handicapped for lack of staff, 
and the post war possibilities here are 
tremendous. Right now we are making 
the actual working drawings, specifi- 
cations, details and Bills of Quantities 
for four post war jobs. These are build- 
ings which are going to be necessary to 
my clients, and they want to be in the 
van when the barriers are let down. I 
am sure that they are going to gain a 
great deal in many ways because we 
have been able to give more time to 
studying their problems; they are go- 
ing to be able to ask for tenders at a 
time when contractors will be wanting 
& good job to get started on; the orders 
for the different materials will be able 
to be placed immediately with the result 
that deliveries should be good, and I am 
sure their forsightedness is going to 
prove a good investment. 

We in the Home Guard have now 
been relieved considerably, but as an 
organization we are being kept intact in 
case of an emergency. This is a pretty 
good sign that the war will soon be 
over, and let's hope so. 

1 am enclosing a photograph of Cor- 
poral Crane. I am sorry it doesn't show 
my stripes! 

Please remember me to all members 
of the Chapter and tell them that I am 
also looking forward to my next visit 
to Detroit when I hope we can have a 
real get-together, 

With kindest personal regards, I am, 

Yours sincerely, 
C. Howard Crane, A.1.A., 
London, England. 
* * * 
Bulletin: 

Just a note to let you know that I 
am enjoying the Weekly Bulletin of the 
Michigan Society and appreciate the 
favor of being on your mailing list. The 
articles contained in the bulletin are 
constructive and give the reader a good 
idea of what the architectural profes- 
sion is up to, 

My visit with you fellows remains as 
a very pleasant experience in my mem- 
ory, and I trust that the planning pro- 


gram in Detroit is running along 
smoothly. 
Sincerely, 
H. Evert Kincaid, 
Executive Director, 
Chicago Plan Commission. 
FECI. 
Bulletin: 


Each week several of our members 
ask us to suggest the names of archi- 
tects familiar with soft drink bottling 
plant design and construction. 

Mr. Edward Kemper, Secretary of 
A.LA. has suggested that your office 
might be able to provide the names of 


local architects experienced in this 
field. Or you might like to include in 
an early bulletin to your members an 
item indicating that we are compiling 
such a list and will welcome letters 
from interested architects. * 

For your information, a recent survey 
sent to our 3,200 members resulted in 
600 replies, nearly 300 of them announc- 
ing plans to erect new plants as soon 
as possible, after the war. 

It would appear that the soft drink 
bottling field will offer a profitable 
outlet for architectural services. We 
shall welcome any suggestions you may 
make toward compiling a list that will 
be complete and representative. 

Very truly yours, 

H. E. Medbery, Director, Technical 
Service, American Bottlers of 
Carbonated Beverages, 1128 16th 
St., Washington 6, D.C. 


+ c * 


Bulletin: 

It seems to me that further comment 
is necessary in connection with your 
report that Mr. Raymond Evans had 
protested against the use of the word 
"architect" in connection with the or- 
ganization of an A. F. of L. union. Since 
when has the term "architect" been re- 
fused to employees working on a salary 
basis? i 

In the light of reason, usage, and as 
far as I can determine, law, an architect 
is an individual trained for, and compe- 
tent in the design and carrying out of 
buildings, and the planning and the 
supervision of the various types of 
structures which mankind has need of. 
It is completely irrelevant whether he 
gets his pay from a client, a govern- 
mental body, a corporation, or another 
architect, If he performs the work as- 
sociated with the term "Architecture" 
in a competent manner he is an archi- 
tect. 


Ever since the development of the 
industrial revolution, and especially 
since building projects and building 
methods have both developed such 
complexities that any large architectu- 
ral project demands the architectural 
work of a large organization, much of 
the most important and necessary archi- 
tectural work—often including creative 
planning and creative design—is and 
must be performed by men working not 
under their own names but as parts of 
an organization. To deny to these men 
the name “Architect” is under the cir- 
cumstances an arbitrary injustice. 

Sincerely yours, 
Talbot F. Hamlin, A.LA., 
Avery Librarian. 
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MICHIGAN PLANNING MEETINGS 
HELD IN UPPER PENINSULA 


Mark Owen, Director of Research and Development for the A.S.C.E. is assisting Ernest L. Pearce, vice- 
president of Union National Bank of Marquette who is the Upper Peninsula representative of the Committee 
on Economie Development, and George Thompson, City Engineer of Detroit, and Glen Richards, Superintend- 
ent of Detroit Publie Works, under the sponsorship of the Michigan Planning Commission as arranged by Gro- 
ver C. Dillman, head of this Commission for the Upper Peninsula. 


These meetings are being scheduled 
by. the Michigan Postwar Planning 
Committee, composed of representatives 
of the Michigan Society of Architects, 
American Society of Civil Engineers 
and Associated General Contractors of 
America. Walter L. Couse of Detroit, is 
chairman of the committee. 


The first meeting was held at Iron- 
wood on September 27, a noon luncheon 
at which time there were 60 people rep- 
resenting various organizations and in- 
dustries in that area. The speakers were 
then driven to Iron Mountain where 
a dinner meeting attended by 150 was 
held, Mr. Dillman presiding. This meet- 
ing was quite successful, bringing out a 
lot of discussion on the subject of plan- 
ning. The following evening, Septem- 
ber 29, a meeting was held at the City 
Hall at Escanaba and was attended by 
300 people at which appeared the same 
speakers and there was also available 
radio time covering the Upper Penin- 
sula area for one hour and fifteen 
minutes. 

Mr. Pearce had an unusual talk, il- 
lustrated by an exhibit of building 
blocks assembled to bring out the va- 
rious conditions as they developed, one 
upon the other, and all agreed that his 
talk was exceptionally good. Mr. Owen 
covered the public works angle, Mr. 
Thompson and Mr. Richards tying in 
and supplementing the two talks. Con- 
siderable discussion and questions and 
answers developed from the audience 
and from local speakers. It was gener- 
ally felt that the meetings were very 
well worth while and the committee be- 
lieves the cooperation and beneficial 
effect will materially aid the postwar 
planning effort. 

The committee is now working to- 
wards the developing of a series of 
meetings in the Lower Peninsula, par- 
ticularly stressing a private work angle, 
as the period for public work, taking 
advantage of the $5,090,000 design fund 
made available by the State of Michi- 
gan, is nearing an end. 

The Committee feels that the archi- 
tects, engineers and contractors are 
cooperating admirably in this common 
interest to all in our industry. 


DETROIT'S GATEWAY 
By N. CHESTER SORENSEN, A.LA. 


A dynamic city as Detroit with a 
waterway at its front door, carrying 
perhaps more world traffic than any 
waterway in the whole world, and is 
scheduled to carry in a short time ocean 
liners, certainly is entitled to a fitting 
and appropriate gateway. 

The logical location for such a gate- 
way is on the access of Woodward 
Avenue, making possible a perspective 
view from ocean going ships right up 
into the heart of our city. This gate- 
way should, in fact, be a gateway. It 
should be inviting, attractive, and in- 
teresting from the river view. 

A stone wall across your path could 
hardly be called a gateway, no matter 
how interesting the wall may be de- 
signed. To crowd the breathing space 
that may be made possible at the foot 
of Woodward Avenue, with a group of 
buildings does everything else but pro- 
vide an attractive, interesting gateway. 

On the other hand, the most effective 
and most economical gateway is an 
open green space, properly landscaped 
several blocks wide on each side of 
Woodward Avenue from Jefferson to 
the river-front drive near the water- 
line. This green belt could run clear up 
to Cadillac Square, if necessary. Wood- 
ward Avenue should be depressed and 
widened, as shown in sketch, leaving 


about 60 feet next to the alley on each 
side of Woodward Avenue. 

This 60 feet on each side from Cad- 
illac. Square to Jefferson should be 
used for municipal buildings approxi- 
mately seven stories high. These would 
be accessible and serviced by several 
transportation systems underneath, and 
by an overhead motor expressway loop, 
which would go over Woodward near 
the Jefferson bridge shown in sketch. 


Municipal buildings in this location 
would be more accessible than at the 
foot of Woodward Avenue. The busi- 
ness of municipal departments is fur- 
thermore better handled in not too high 
buildings. The cost of construction of 
such Federal buildings in this location 
would be less than at the waterfront. 
With the bulk of traffic being taken care 
of below, and pedestrians on an upper 
level, you would create safer traffic and 
pedestrian lanes. 

Woodward traffic should make con- 
tact with a double deck riverfront drive, 
but it need not necessarily go straight 
through, but in any event, it should be 
depressed and not interfere with a 
proper landscape development for our 
riverfront gateway, the city's front 
lawn. 

The development lends itself better to 
gradual transformation and can be done 
step by step, as financing is made pos- 
sible. 
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"DETROIT PLANS 
ITS FUTURE" 


Representatives of Detroit govern- 
ment will discuss our city's problems in 
housing, transportation, health and 
recreation in the third meeting of the 
discussion series: Detrot Flans Its 
Future at the Main Library, Wood- 
ward and Kirby, Tuesday, October 31 
at 8 p.m. On the evening’s panel will 
be: George F. Emery, City Planner, City 
of Detroit; Raymond M. Foley, State 
Director, Federal Housing Administra- 
tion; Donald M. Hatch, State Engineer, 
War Public Works, Federal Works 
Agency; Orville L. Hubbard, Mayor, 
Dearborn, Michigan; Glenn C, Richards, 
Commissioner, Detroit Department of 
Publie Works; George Schermer, Direc- 
tor, Federal Public Housing Authority, 
Detroit District, Eugene I. Van Antwerp, 
Councilman, City of Detroit, and a 
member of Wayne County Board of 
Supervisors; Donald C. Weeks, Director, 
Michigan Planning Commission. Ed- 
ward D. Connor, Executive Director, 
Citizens’ Housing and Planning Coun- 
cil of Detroit, will serve as chairman. 
This is the third in a series of four 
meetings sponsored by the Detroit Pub- 
lic Library and the Citizens Housing 
and Planning Council of Detroit at 
which prominent Detroiters in the 
fields of industry, labor and government 
present their viewpoints on Detroit's 
needs. Admission is free. 

+ + + 

Austin Wynne will give an illustrated 
lecture on Glass, Old and New in the 
Main Library Auditorium, Woodward 
and Kirby, Monday, October 30 at 8:15 
pm. Mr. Wynne will trace the de- 
velopment of glass from its beginnings 
to glass of today with some emphasis 
on fine modern table glass. This is the 
first of three weekly talks to be given 
by Mr. Wynne, the ensuing lectures be- 
ing: “Modern Trends in Glass,” Novem- 
ber 6 and “New Materials for the Home 
of Tomorrow," November 13. Admis- 
sion is free. 


MEETING 


MICHIGAN CHAPTER 
AMERICAN SOCIETY OF HEAT- 
ING AND VENTILATING 
ENGINEERS 


Horace H. Rackham Educational 
Memorial 


MONDAY, NOVEMBER 6, 1944 
Dinner 6:30 P.M. 
Mr. Alfred J. Offner 


'HEATING AND AIR CONDITIONING IN 
LATIN AMERICAN COUNTRIES" 


| OCTOBER 31, 1944 
E. " 


' SMALL HOUSE PROBLEM 


The Executive Committee of the 
A.LA. is seeking an expression from 
Institute members on the small house 
problem. The following communication 


is sent to the president of each 


chapter: 

"Years ago The Institute sponsored 
and officially endorsed The Architects’ 
Small House Service Bureau. The Bu- 
reau maintained a planning service with 
local contracts or agencies in many 
cities. It issued a book which contained 
information, and house plans—all lim- 
ited to six rooms or less. 

"Subsequently, The Institute, by con- 
vention action, withdrew its sponsor- 
ship and endorsement from the Bureau 
and thereby brought about its early 
termination, 

“As of the present, The Institute is 
without an affirmative national pro- 
gram for making the services of the 
profession available to the prospective 
builders of small homes. That field is 
left to the speculative builder, the lum- 
ber yard, and the magazines. 

"Some architects say that this is as 
it should be—that the architect cannot 
afford to design small houses for indi- 
viduals. , 

"Other architects say that The Insti- 
tute should develop some program for 
the guidance of the chapters or the 
individual architect under which the 
small home builder can secure archi- 
tectural service at a fee commensurate 
with his means; and that the ultimate 
return to the architect and to the pro- 
fession in good will, future commissions, 
and contact with the people of the com- 
munity justifies the trouble. 

*Hundreds of thousands of American 
families are now buying war bonds for 
the purpose of building a small house 
when the war is over. Are they to have 
the advantage of architectural service 
or are they to be ignored? 

"Some points of view on this knotty 
question have appeared in the JOUR- 
NAL, notably in the February number 
and in the April number. 

“Meanwhile, The Board confesses its 
inability so far to develop a program 
which would be generally accepted by 
the membership, or even to find an ad- 
visory solution of the problem. 

"It suggests that the question of ar- 
chitectural service for the small home 
builder be discussed by the chapters, 
and that the chapters send their sugges- 
tions to The Board, be they favorable or 
unfavorable, constructive or destruc- 
tive." 

President Kapp requests Detroit 
Chapter members to express themselves 
on this question so that an answer can 
oe given the Institute by November 15. 


FOUR TO REVIEW 
WAYNE PLANS 

Establishment of a board of four 
architects to supervise the Wayne Uni- 
versity development program was ap- 
proved recently by the Board of Edu- 
cation. 

The four members of the board are 
Kenneth C, Black, Lansing; Branson V. 
Gamber, Detroit, former consultant on 
the University architectural competi- 
tion; Ralph R. Calder, Detroit, and 
George Schulz, director of the depart- 
ment of building and planning of the 
University. 

Final approval of recommendations 
by the board will be vested in the Board 
of Education. The first task to be un- 
dertaken will be that of examining de- 
signs already completed for a new 
student and classroom buildings. 


GRAND RAPIDS— 
Chris Steketee, A.LA., 
announces his new 
location at 503-504 
Murray Bldg., tele- 
phone 9-2693, Grand 
Rapids 2, Mich. The 
partnership of Weem- 
hoff & Steketee has 
been dissolved. 

* * 

BENTON HARBOR--Homer Harper, 
A.LA. is architect for the proposed new 
home for Benton Harbor American 
Legion Post 105. A campaign to raise 
$50,000 is under way. 

* * 


Steketee 


MUSKEGON-—Bernard J. DeVries, 
member of the Grand Rapids Chapter, 
A.LA. has reopened his office at 613 
Hackley Union National Bank Bldg. 
here. He desires manufacturers' cata- 
logues. For the past two and one-half 
years he has been associated with Louis 
C. Kingscott of Kalamazoo and Allied 
Engineers of Detroit and Chicago in- 
cluding: 

Chief draftsman, Green River Ord- 
nance Plant, a $22,000,000 project em- 
ploying 250 architects and engineers. 

Architect on special assignment to 
Mexico City, D. F. Mexico, for Allied 
Engineers. 

Chief draftsman for Hazelet & Erdel 
& L. C. Kingscott, on Static Test Lab- 
oratory, Wright Field, Ohio, a $1,200,000 
project for the Army Air Forces. 

Engineering control manager for 
Hazelet & Erdel, consulting engineers 
to Army Transport Corp. 

Active in civic affairs in Muskegon 
since 1939, DeVries has designed many 
of the city's buildings. He graduated 
from the University of Michigan in 1936 
and was for a time assistant city engi- 
neer of Ann Arbor. 
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CALIFORNIA'S ARCHITECTURAL REGISTRATION 


By JOHN S. BOLLES, President, California Association of Architects 


Since receiving your letter requesting that I write some statement concerning the muchly published average 
age of architects in the State of California. I have consulted with a number of architects, both young and old. 
with members of the State Board of Architectural Examiners, and with Mr. Vincent Palmer who computed 
the original date which has been quoted, in part, by a number of publications. I also had the pleasure of at- 
tending a meeting of the Central Valleys Chapter of the AIA and a thorough x review of the problem was made 


at that meeting held in Sacramento, 
California. 

A number of draftsmen working for 
the State Bureau of Architecture were 
in attendance as guests of the Chapter 
and they were each given the oppor- 
tunity of expressing their opinions rel- 
ative to the operation of the registra- 
tion law for architects. To me it was 
apparent that the complaints by the in- 
dividuals were similar to my own con- 
tention which is that minor errors and 
differences in interpretation inadver- 
tently creep into the examination pa- 
pers. As a rule, these are not brought 
to the attention of the State Board of 
Architectural Examiners by the ag- 
grieved party with the result that, in 
the mind of the applicant, what is in 
reality a minor problem, and an incident 
of the examination, becomes a major 
personal issue. On that matter I can 
speak from experience since I make no 
claim to having passed the examination 
at the first sitting, and felt that the ex- 
amination was unjust. Had I presented 
my problem to the Board, or had I had 
the opportunity of being represented 
through the State Association of Archi- 
tects, I am sure that the matter could 
have been satisfactorily explained to 
me. 

As a result of the discussions held in 
Sacramento, the Chapter wrote a letter 
to the Board of Architectural Exam- 
iners, and in return received a letter, a 
copy of which I am enclosing here- 
with. It is my understanding that you 
may re-print this letter if you so desire. 

As President of the State Association 
of California Architects, and formerly 
as a Director, I have worked for the 
revision of the by-laws that would per- 
mit student and draftsman affiliation 
with the Organization. It is seldom 
that we see these men at any assem- 
blage of the profession and yet they 
are, in effect, our future architects. I 
believe it is incumbent upon the pro- 
fession to bring them into the organiza- 
tion and to assist them to become archi- 
tects. I am convinced that if the stu- 
dent and the draftsman were an equal 
part of our architectural organization, 
and free to voice their opinions in our 
open meetings, as well as to be repre- 
sented on our executive boards, that 
their grievances could be brought to 


light and properly adjusted. I am 
equally convinced that under such a 
system it would be unnecessary to re- 
duce the standards required of the in- 
dividual for a license to practice archi- 
tecture. 


We are, at this time, making a final 
draft for a complete revision of the or- 
ganizational set-up of the AIA and the 
State Association in California. This 
measure will permit of both unifica- 
tion and of the affiliation of individual 
draftsmen and students. I spent the last 
week-end in Los Angeles and was hap- 
py to learn that the Southern Chapter 
of the AIA, San Diego Chapter of the 
AIA, and the Southern Section of the 
State Association of California Archi- 
tects have agreed upon the new pro- 
gram. The past two days, Mr. Earl 
Heitschmidt and Mr. Lunden of Los 
Angeles have been in San Francisco go- 
ing over the program with the Unifica- 
tion Committee in this area. There ap- 
pears to be little to be done to accom- 
plish complete unification in Califor- 
nia, and with that to set up an under- 
standing between the architects, the 
draftsmen and the students. 

The annual conference of the State 
Association of California Architects is 
io be held at the Claremont Hotel in 
Berkeley, California, on November 3rd 
and 4th at which time this new organi- 
zational set-up will be presented. Un- 
der this program the State Association 
as now formed will cease to function 
and district societies co-terminous with 
the five chapter areas will take its 
place. These five district societies or 
chapters will, in turn, send delegates to 
the California Council of Architects. 
This Council will be the central state- 
wide organization for all State and Na- 
tional matters and will be empowered, 
after the necessary legislative action, to 
become a State corporation controlling 
all of the affairs relative to the practice 
and the profession of architecture. The 
corporation is to be modeled after the 
State Bar Association. We are con- 
vinced that when we accomplish this 
that the architects will have finally ar- 
rived at the point where they are a 
self-governing and self-policing profes- 
sional group and that they will be able 
to levy such assessments on the pro- 


fession as are necessary to properly 
promote the interests of all the archi- 
tects in the State. 

This letter appears to have wandered 
a bit from the average age of architects, 
but since the pending revision of the 
Organization appears to solve the mat- 
ter, at least, in my mind, I felt that it 
was necessary to give you a brief out- 
line of our present program. I still feel, 
facetiously, that someone must have 
been working for the Chamber of 
Commerce when he stated that the av- 
erage age of architects was increasing, 
but forgot to add that this was un- 
doubtedly due to our healthful climate 
in California. We are simply unable to 
get rid of the old boys who refuse 
to die off. 


17TH ANNUAL 


One of the most important matters to 
be presented at the 17th annual state 
conference of the State Association of 
California Architects to be held at the 
Claremont Hotel, Berkeley, Nov. 3-4, 
will be the proposed amendment to the 
present by-laws of the association in 
the form of a "substitution for the 
whole." This was revealed at the reg- 
ular monthly dinner meeting of the 
Southern Section of the association, 
held Sept. 29, at the Cabrillo Hotel in 
Los Angeles. 


Capt. E. Allan Sheet, chairman of 
the pre-state conference meeting, in- 
troduced John S. Bolles of San Fran- 
cisco, president of the State Associa- 
tion of California Architects. Mr. Bolles 
outlined several of the proposed by- 
laws as prepared by a committee of the 
Northern Section. The organization, he 
said, will be the California Council of 
Architects, which will coordinate the 
activities of the Northern and Southern 
sections of the State Association of Cal- 
ifornia Architects with those of other 
architectural organizations in the state. 
He declared that the respective chap- 
ters of the American Institute of Arch- 
itects within the state, as well as any 
other organized architectural bodies 
within California may become affiliated 
members, 


President Robert H. Orr of the South- 
ern Section presided at the meeting 
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SAN FRANCISCO HOST TO 
FRANK LLOYD WRIGHT 


Frank Lloyd Wright, world famed 
architect, arriving in San Francisco 
Oct. 16 for a speaking engagement the 
following evening, sponsored by the 
California Labor School, impressed in- 
terviewing reporters almost as much 
with his nimble repartee as he did with 
the gold watch chain 
wound around his 
neck, and his black, 
patent leather shoes. 
During the interview, 
incidentally, the ar- 
chitect was all but 
trapped into an ad- 
mission that there has 
been real improve- 
ment in American 
architectural design. 

A questioner re- m 
marked that someone Mr. Wrigat 
had described modern architecture as 
mere carpentry, and asked: "Isn't it 
better for us to revel in mere carpentry 
than to revel in the gingerbread of a 
generation ago?" Replied Wright, “Yes, 
it is better to revel in mere carpen- 
iry——" Then he added quickly, “But, 
of course, the results are often just as 
awful." 

Upon arrival Mr. Wright was guest 
at a luncheon of the local A.LA, Chapter. 
In the evening Mrs. J. R. Milburne gave 
the distinguished guest a cocktail party 
at the Mark Hopkins Hotel, a building 
which he characterized as "traditional 
form at its worst—imitation of common- 
place elegance." 

He said that he has no hope for or- 
ganic architecture as long as production 
controls consumption; that persons in 
the $2000 to $5000 class must continue 
to take a house the way they take n 
streetcar. 

When he discussed functional archi- 
tecture, Mr. Wright declared that what 
is now called functional is merely the 
ironing out of the outside, leaving the 
inside as a slum for the soul. 

Pleading for good, honest fabric be- 
longing to our time, place, and day, Mr. 
Wright said that, in order to get rid of 
the "infection" of traditional form, edu- 
cation must begin in the nursery. 

Architecture, which Wright described 
. as the basis of all art, has adopted a 

dogmatic slogan which in itself is good 
—"Form follows function," but he held 
that it could be good only if it is bound 
in the philosophy that form itself is 
function. And individuality in architec- 
ture doesn't need to result in monstrosi- 
ties, so long as it is bound up with 
integrity. Only then can it lead to 
something genuine. On the other hand, 
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standardization doesn't have to mean 
slums—it can produce decent living 
space if it is properly directed, 

Besides his talk at the Labor School, 
Wright spoke in Oakland Evening High 
School for the Home Planning Institute 
the following evening. 


$ * c 


HARRY A. THOMSEN, JR., success- 
sor to George W. Kelham, has an- 
nounced the association of Aleck L, 
Wilson in architectural offices at 315 
Montgomery Street, San Francisco, Cal. 

Graduating in 1925 from the Uni- 
versity of California with honors in 
architecture, Wilson spent two years in 
Los Angeles with the firm of Morgan, 
Walls and Clements. He then went to 
New York where he was associated 
with the firm of York and Sawyer 
for a like period. In pursuit of archi- 
tectural studies, Wilson traveled abroad 
for the next year and a half, returning 
to San Francisco to work with the late 
George W, Kelham on the Golden Gate 
International Exposition design and 
plan. For the past several years Wilson 
has been engaged in government war 
work. 

kb vao 8 

SAN DIEGO —Drawings and specifi- 
cations for the addition of two westerly 
wings to the Civic 
Center building have 
been presented to 
county supervisors by 
Sam Hamill, Louis J. 
Gill and John Sei- 
bert, associated ar- 
chitects employed 
jointly by the city 
and county govern- 
ments for the project. 

The project is esti- 
mated to cost 
$500,000. 


Mr. Gill 


*o* $ 

ONTARIO —J, Dewey Harnish, archi- 
lect, has presented a report on a pre- 
liminary survey made at request of 
directors of the Ontario, Cal, chamber 
of commerce, which he accompanied by 
a sketch of a city block as the site for a 


civic center with library, veteran’s 
building, recreational and other fa- 
cilities. 


Harold Zenz, recently appointed to 
the office of county planning director, 
relating that Ontario has already lost 
the chance to incorporate its city hall 
and post office in a civic center, took 
the position that no further opportu- 
nities in this direction should be passed 
up. 


BEVERLY HILLS—Floyd Rible, ac- 
tive here in the Junior Chamber of 
Commerce, has joined George B. Alli- 
son in opening new architectural of- 
fices at 650 W. Grand Ave, Los An- 
geles. The firm name is Allison & Rib- 
ble. Ribble was commissioned by the 
University of Kansas last year to act 
às consultant in its postwar building 
program. While there he designed a 
library, student union, women's resi- 
dence hall and a student recreational 
area. 

UE Le 

SACRAMENTO—The state depart- 
ment of public works announces it will 
undertake a newspaper advertising 
program to obtain employes to prepare 
postwar building construction plans. 
State Architect Anson Boyd said archi- 


tects, engineers and draftsmen are 
needed particularly, 
* + + 


PASADENA—A future Pasadena 
with completely adequate housing, fine 
living conditions and a well-planned 
city in every respect, was envisioned 
Sept. 20 by J. Marshall Miller, director 
of the City Planning Commission, be- 
fore members of the Pasadena branch 
of Architects’ Association, 

Mr. Miller reported that business 
men, civic organizations and archi- 
tectural planners were all working in 


accord to bring about this greater 
Pasadena. 
President Breo Freeman was in 


charge of the meeting. Fifty local archi- 
tects attended, 
$^ €. 

CRAWFORD  COATES, nationally 
known school and church architect, 
died Oct. 10 at his home at Manhattan 
Beach, Calif. His age was 78. A grad- 
uate of the University of Pennsylvania, 
1887, and architect for the buildings of 
the University of Idaho and the Uni- 
versity of Washington, he had lived 
in retirement since 1926. 

* * * 

THE 25TH ANNIVERSARY of the 
partnership of David J. Witmer and 
Loyall F. Watson, architects, took place 


' quietly on Oct. 15, for partner Witmer 


is overseas—a major in the American 
Miiltary Government. When last heard 
from Major Witmer was engaged in the 
task of feeding Paris. 

The firm of Witmer and Watson has 
received several honor awards from 
Southern California architectural 
groups. During the course of the past 
25 years the partnership has designed 
a total of $15,000,000 worth of building 
in this area. 

The partnership has moved to new 
and larger quarters in the Architects 
Building, 816 West Fifth street, Los 
Angeles. 
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50 CANDLES FOR SOUTHERN CALIFORNIA 


A birthday cake with 50 candles was 
served to members of the Southern 
California Chapter of the American 
Institute of Architects at a dinner in 
celebration of its 
golden anniversary 
in Hollywood on Oc- 
tober 10. 

Henry F. Whitey, 
Chapter biographer, 
regaled with the or- 
ganization’s history, 
early and late. He 
read an elaborate 
and impressive menu, 
which President Her- 
bert J. Powell an- 
nounced was not the 
carte du jour but 
annual banquet. 

Other Chapter officers are Charles 
Matcham, vice-president; Paul Hunter, 
secretary; Robert Derrah, treasurer and 
Walter Becket, director. 

Formal presentation of Institute fel- 
lowships were made to Col. Henry C. 
Newton, Harold Chambers, and Eugene 
C. Weston, Jr. , 


+ s 


Mr. Poweit 


that of the first 


George B. Allison and Ulysses Floyd 
Rible, architects identified with the pro- 
fession in the local field for many years, 
have announced a new partnership of 
Allison & Rible, for the general prac- 
tice of architecture. The new firm has 
offices in the Quinby Building, Seventh 
and Grand Ave., Los Angeles. 

Both partners are active members of 
the American Institute of Architects. 

* * * 

LOS ANGELES—In the illustrated 
feature syndicated by Bob Coyne, 
“What's In A Name?” We read of a 
local architect: 

“One of the outstanding architects of 
the west is Paul Williams. A member 
of the colored race, he was amazed at 
the prejudice he encountered. Resent- 
ment gave way to a determination to 
show that he merited recognition as an 
individual, and to accomplish this, Wil- 
liams set to work to vindicate himself 
in his own eyes. As a student of archi- 
tecture he displayed talent but the climb 
uphill was slow. However, he developed 
a method that made him eventually 
one of the great in his field. Even if 
customers showed that they did not care 
to go through with the deal, he would 
invite them to be seated and talk things 
over. The suggestions that he made 
about the sort of houses they should 
build, actually sold his talent. 

When a very wealthy manufacturer 
decided on a $100,000 house and con- 
sulted Williams on how long it would 


take to prepare the plans for which 
another firm requested a month, Wil- 
liams named the next day at 4. For 22 
hours, in which he neither nor 
slept, he worked, and the plans were 
ready as he said. Today, he is so busy 
that he is able to accept only a small 


ate 


part of the vast business which comes 
his way. In the 1940 New York World’s 
Fair, which marked in a special manner 
the enactment of the 13th Amendment, 
Paul Williams was singularly honored 
as one of the outstanding members of 
his race. 


AHEAD 
State Society President Speaks On 

Fostwar Planning 

Those who have plans actually com- 
pleted now for their postwar needs “not 
only will contribute to the general wel- 
fare but will also profit by obtaining 
more building per dollar than they may 
at a later date,” J. Gerald Phelan, presi- 
dent of the Connecticut Society of Ar- 
chitects, declared addressing members, 
of the Rotary club at Danbury on Sep 
27. Mr. Phelan is the 
planning committee of the Connecticut 
Association for Planning Post-War Con- 
struction. 


chairman of 


“A well planned construction program 
will materially aid in providing employ- 
ment during the period of transition 
from war to peace,” Mr, Phelan said. 

“The one thing that is lagging,” he 
concluded, “and which is the key to 
this whole situation, is the preparation 
of plans and specifications which must 
be ready if these thousands of building 
mechanics that are here now, and that 
will return from our fighting fronts, 
are to be gainfully employed in the 
period immediately following victory. 


FLORIDA NORTH HEARS 
OF RADIANT HEATING 


Radiant heat without convection heat 
is not feasible, John C. Pastor, Jackson- 
ville mechanical engineer and veteran 
of 30 years in the mechanical heating 
field, told members of the Florida North 
Chapter, American Institute of Archi- 
tects, attending a dinner meeting Oct. 9, 
in Jacksonville. 

He described the fireplace as the most 
perfect example of radiant heating. 
“There is nothing new about radiant 
heat,” he pointed out. “Only the present 
application is new. The sun constantly 
produces radiant heat.” 

“No heating system can add heat to 
the body,” he said. “Heating systems 


merely speed up or slow down the 
escape of heat from the body.” 

Pastor was introduced by Franklin 
Bunch of Jacksonville. 

Fred T. Hanneford of Gainesville, pre- 
sided at the session and named two 
committees to meet with officials from 
the three Florida chapters immediately 
preceding the December State-wide 
meeting. 


Rudolph Weaver of Gainesville, and 
J. Mc. Stripling of Tallahassee, will 
compose a committee to discuss joint 
problems of the groups. S. Ralph Fetner, 
Mellen C. Greeley and Bunch of Jack- 
sonville will investigate the possibilities 
of a local or State news bulletin for the 
association, 

$ e s 

MIAMI— Dr. Louis K. Manley, of the 
University of Miami faculty, and chair- 
man of the central co-ordinating and 
planning committee, spoke at a meeting 
of the Florida South chapter of The 
American Institute of Architects at a 
dinner meeting at Miami Beach, Oct. 10, 
on the subject of community planning. 
After Dr. Manley's talk, the meeting 
was open for discussion. George A. 
Coffin is president, and William E. 
Tschumy, secretary of the chapter 

+ kd * 

ROBERT FITCH SMITH, 

» been 
ecutive secretary of 
the Dade County, 
Fla. Coordinating 
Planning Committee. 
Smith returned last 
March after two years 
in Mexico, Central 
and South America, 
where he worked on 
Pan American Air- 
ways development 
program. 


LA., has 
appointed ex- 


Mr. Smith 

GORDON EUGENE MAYER, 60, of 
Miami, well-known architect and resi- 
dent of Miami for 30 years, died at a 
local hospital Sep. 29, following an ill- 
ness of two years. 

Mr. Mayer, who was born in Canarsie, 
Long Island, N. Y., started his career 
in an architect's office in New York 
city. Almost entirely self-educated in 
his chosen profession, he came to Miami 
as a young man because he liked the 
climate. 

One of his first commissions was to 
design additions to the public buildings 
of the British Ministries at Nassau, fol- 
lowing the colonial style of architec- 
ture, During this time he traveled all 
through the West Indies studying tropi- 
cal architecture, and acquiring the 
thorough background of Spanish styles 
which served him so well in later years. 
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AUGUST GEIZER, A.LA., of Miami 
Beach, is architect for the Dade County 
Board of Instruction in planning its 
80-room hotel as a vocational education 
building. 

* + + 

GEORGE J. HAAS, past president of 
the Michigan Society of Architects, has 
transferred his A.A. membership from 
the Detroit Chapter to the Florida South 
Chapter. As representative of Stran- 
Steel Division, he is now located in the 
Olympia Bldg. Miami. 


TAMPA—M. Leo Elliott, Tampa ar- 
chitect, has been commissioned by his 
county to prepare preliminary plans for 
its proposed new Court House. 

JACKSONVILLE— Reflecting his faith 
in the continued growth of Jacksonville, 
John Franklin Adams has opened an 
office in the Rogers Building for the 
practice of architecture, 

Mr. Rogers has been a resident of 
Jacksonville for the past 25 years, hav- 
ing come to this city from Atlanta. He 
studied at the Georgia School of Tech- 
nology and the University of Florida. 
He is a member of Alpha Tau Omega, 
an associate of the Florida North Chap- 
ter of the American Institute of Archi- 
tects, a member of the Florida Associa- 
tion of Architects and the Engineering 
Professions Club of Jacksonville, He 
was registered by the State Board of 
Architecture in January, 1941. He has 
spent the past three years in charge of 
architectural work for the Design Sec- 
tion of the Public Works Department at 
the Naval Air Station here. 

wor 

ATLANTA, GA.—L. W. Robert, father 
of L. W. (Chip) Robert Jr, former 
treasurer of the Democratic National 
Committee, died in Atlanta, Ga. Aug. 18 
after a long illness. His age was 85. He 
was one of Georgia's pioneer railroad 
builders. He retired in 1905, but thirteen 
years later re-entered business as sec- 
retary of the engineering and architec- 
tural firm of Robert & Co., Inc., founded 
by his son, He retained that position 
until his death, 


ILLINOIS ARCHITECT 
ROBBED 

Chicago, Oct. 16—Edward A. Probst, 
A.LA., of 922 Columbia ave., Oak Park, 
a prominent architect, was beaten early 
yesterday and robbed by two bandits, 
both Negroes, who strong armed him 
while he was waiting for an elevated 
train in the Lake st. transfer station 
at Paulina st. 

Probst, a member of the Graham, 
Anderson, Probst & White firm of ar- 
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chitects, told Warren ave. police he was 
held by one of the bandits while the 
other took $30 in cash from his pockets. 
The thugs also took his topcoat and 
shoes. He suffered bruises on the lip 
and head. 

Charles W. Nicol & Associates, archi- 
tects and engineers, have announced the 
removal of their office to 23 E. Jackson 
blvd., Chicago. 

* * s 

MASON G. RAPP, A.LA., of Chicago, 
one of the nation’s leading theater ar- 
chitects says that the outlook for post- 
war theater construction is unusually 
bright, and that a large number of such 
projects are now in blueprint form or 
in the course of preparation. 


IOWA MAKES 
PLANNING PROGRESS 


In the Weekly Bulletin of Oct. 10 ap- 
peared an article, “Iowa Architects Face 
Employment Problem.” Since that time 
the Iowa Chapter has received returns 
on a questionnaire sent to its members 
and the Weekly Bulletin is indebted to 
Mr. Leonard Wolf, Chapter president, 
for a copy of tabulation of returns. The 
Chapter has dọne a thoroughgoing job 
of determining the status of architects’ 
offices with respect to postwar planning 
and the results are most creditable. The 
report lists sixteen different architec- 
tural firms filing returns, as well as 
comments on the outlook for postwar 
planning and construction, A typical 
comment: 

“I feel that there will be one mad 
rush for architectural work when the 
war is over. Postwar planning should 
begin immediately; as soon as possible 
men in this field should be released 
from the armed services wherever it is 


MIAMI TO GET 1,000 ROOM HOTEL NEAR BAY 


TEIN 


STEWAKT & SKINNER, are archi- 
tects for this 1000-room hotel to be 
built on a site overlooking Miami's 
Bayfront park. Skinner will be remem- 
bered as a former Detroit architect. 


possible, otherwise production must 
wait.”—Paul R. Rudolph. 

The returns from the questionnaire 
was one of the Chapter's important 
topics at its 42nd annual meeting in 
Des Moines, Oct. 24 and 25. 

J. CHRIS JENSEN, A.LA., of Council 
Bluffs, Iowa, considers himself a privi- 
leged man. On his seventy-first birth- 
day, Sept. 23, he said, "I've lived a long 
time and I've done everything I wanted 
to do.” No longer actively engaged in 
his profession but keeping an ever 
watchful eye on the changes in archi- 
tecture and acting as a constant con- 
sultant on building problems to his 
friends, he says he can't help wishing 
he were 50 years younger. "There's go- 
ing to be a terrible shortage of architects 
after the war. The young men are not 
being trained, and in using substitute 
materials building can't be as satisfac- 
tory as it was—it would be great to 
be 50 years younger and starting over 
again.” 
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FORT WAYNE, IND.—How the post- 
war home can be heated by the sun's 
rays was told by George Fred Keck, 
noted architect from the Illinois Insti- 
tute of Technology, at a publie meeting 
Sept. 21 at the Civic Theater, sponsored 
by the Indiana Chapter of The Ameri- 
can Institute of Architects, cosponsored 
by the local engineers’ group. 

The meeting was open to the public 
because of the universal interest in 
homes and the desire on the part oí 
many Fort Wayne families to build new 
homes after the war. 


MICHIGAN SOCIETY OF ARCHITECTS. 


PREXY CRAMS 
ON WHO'S WHO 


Louisville, Ky.—University of Louis- 
ville president, Dr. Einar W. Jacobsen 
scratched his head as he read a letter 
from Architect-Author Talbot Hamlin, 
head of Avery Lib- 
rary, Columbia Uni- 
versity, New York, 
accepting an invita- 
tion to speak Novem- 
ber 9 at the U. of L. 
Law School. 

Hamlin's letter said 
he would be delighted 
to speak in Louisville 
"where I may study 
the work of that most 
famous of architects, Gideon Shryock." 
Who is Gideon Shryock? asked Dr. 
Jacobsen, who came to Louisville not 
so very long ago. His aids didn't know 
either. 

Research in the university library pro- 
vided the answer—Shryock, well-known 
to oldsters, designed many landmarks 
over the State, including the Court 
House. 


Mr. Hamlin 


NEW ORLEANS, LA.—The first 
drawing of the $1,000,000 replica of the 
Old French Opera House has been sub- 
mitted by Herbert Benson, architect, to 
Walter Loubat, president of the New 
Orleans Opera House Ass'n. Mr. Loubat 
declared, “that the construction of the 
Opera House will be one of the first 
postwar projects to receive govern- 
mental assistance. Mr. Benson's draw- 
ing is an exact replica of the old French 
Opera House which burned." 


MARYLAND IN FOREFRONT 
OF POSTWAR PLANNING 


There will be a sufficient number of 
publie works projects ready for con- 
struction in Maryland in the first year 
after the war to provide 43,680,000 man- 
hours of employment, according to 
Governor O'Conor. 

The Governor's statement was based 
on a report of the Maryland Commission 
on Post-War Reconstruction and De- 
velopment, in which it was stated that 
of a proposed total of $148,781,284 worth 
of construction, $48,000,000 will be ready 
for action in the first postwar year. 

The Governor said practically all of 
the 101 projects in the State's Capital 
Improvement Program are on the draw- 
ing boards of architects or have been 
assigned to architects. 


*c- et 


WILLIAM M. ELLICOTT, ALA. 
widely known architect and critic of 
the arts, died in Baltimore on Oct. 4. 

He was 81 years old on May 8, having 
been born in Philadelphia in 1863. 


Coming to Baltimore in 1894, Mr. 
Ellicott had made his home here since. 
He was a member of the first board of 
trustees of the Baltimore Museum of Art. 

Mr. Ellicott received his early educa- 
tion at the William Penn Charter School 
of Philadelphia, at Haverford College 
and at the University of Pennsylvania. 

After two years in Paris, where he 
studied architecture under Andre 
Pascal, he returned to Philadelphia, 
spent two years there practicing his 
profession, went to Portland, Ore., for 
five years and then came to Baltimore. 

Early in this century, he formed a 
partnership with W. W. Emmart in the 
architectural firm of Ellicott and Em- 
mart, which was one of the most active 
in the city. He retired in 1917 and there- 
after devoted his time to public activi- 
ties concerning architecture in this city 
and elsewhere in the country. 


BANGOR, ME.—Crowell & Lancaster, 
prominent Bangor architects, announces 
that John S. Larsson, architectural en- 
gineer, has been admitted to partner- 
ship, the firm name being unchanged. 
Mr. Larsson, who was born in Norway, 
has been with Crowell & Lancaster for 
12 years. 


MEMORIALS DISCUSSED BY 
WESTERN MASSACHUSETTS 


The Architectural Society of Western 
Massachusetts held the first of a series 
of four meetings Oct. 5 in Springtield. 
The speaker was Frederick B. Robinson, 
director of the Museum of Fine Arts. 

The society, which had an active part 
in securing legislation covering archi- 
tects intended to serve as protection to 
the building publie, has reduced its 
social activities this season because war 
conditions have made it impossible for 
members over the wide area to attend 
frequent gatherings. 

Donat R. Baribeault, president, con- 
ducted. Other officers include Minor 
Marcusson, vice-president, and Maf 
Gitburg, secretary-treasurer. Henry J. 
Tessier, a member, is serving on the 
state board of registration of architects, 
and another member, Wallace E. Dibble, 
is on the state board of standards and 
appeals, which is working on the state- 
wide building code. 

Mr. Robinson spoke in favor of a 
community theater as a useful memorial 
to the veterans of World War I. 

+ + + 

FREDERICK J. ADAMS of Cambridge 
has been advanced from associate pro- 
fessor to professor on the faculty of 
the School of Architecture and Plan- 
ning, Massachusetts Institute of Tech- 
nology. 

Professor Adams is in charge of the 
course in city planning at the Institute 


and is internationally known as an 
authority in that field. He has been 
consultant to the Massachusetts State 
Planning Board since 1936, and was 
consultant to the Regional Plan Asso- 
ciation of New York last year. He is 
chairman of the Cambridge Planning 
Board and consultant on city planning 
and zoning for Arlington and Glouces- 
ter, Mass., Hartford, Conn., Rye, N. Y., 
and Springfield, Vt. 

Professor Adams was born in London, 
England, the son of the late Dr. Thomas 
A. Adams, noted authority on city plan- 
ning. He was educated at Dulwich Col- 
lege, London, and Ashbury College of 
Canada from 1917 to 1920, and at McGill 
University, Montreal, from 1920 to 1928, 
when he was awarded the degree of 
bachelor of architecture, 

Professor Adams’ experience includes 
association with the office of Clarence 
Stein and Henry Wright of New York 
during the construction of the Town 
of Radburn, N. J. He was also on the 
staff of Penrose V. Stout during the 
planning of the Village of Lawrence 
Farms in Westchester County, N. Y. 

Professor Adams joined the faculty of 
the Institute’s School of Architecture 
and Planning in 1932, and was promoted 
to the rank of associate professor of city 
planning in 1938, He is secretary- 
treasurer and member of the executive 
committee of the American Institute of 
Planners and served as a member of 
its board of governors from 1937 to 1939. 
He is also editor of the Planners Journal. 
Professor Adams is a member of the 
American Society of Planning Officials 
and a member of the Committee on the 
Hygiene of Housing of the American 
Public Health Association which he 
serves as a member of the Executive 
Committee, and chairman of the sub- 
committee on Environmental Standards 
for Residential Areas. 

+ + + 

BAY STATE ARCHITÉCT, for Oct. 
1944 (published by Mass. State Assn. of 
Archts.) says: 

We were pleased to receive the con- 
solidated report covering a five-year 
period of registration in Michigan, pub- 
lished by that State's Board of Registra- 
tion for Architects, Professional En- 
gineers and Land Surveyors, and con- 
taining its rules and regulations. 

From it we obtained the addresses of 
all the Boards throughout the nation, 
Districts and Territories, which we are 
adding to the Bay State Architect's 
mailing list, in addition to the 21 pub- 
lications of various Chapters and Asso- 
ciations. 

We appreciate receiving The Wiscon- 
sin Architect, The Ohio Architect, The 
Michigan Weekly Bulletin, and The 
Tennessee Architect. 
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While we wonder if we can get enough 
ads, Editor Hughes of the Bulletin 
writes: that he has doubled the rates 
he sent us! Incidentally, the Bulletin is 
going to be sent to every architect in 
the nation beginning in Jan. This is 
something the AIA should have started 
—a national weekly—years ago, we 
think. Michigan also had the first State 
Board for architects, we believe. Must 
be the Western air! 

Bulletin Excerpts: Labor Boss Lewis 
is going into the prefab home bldg, 
competing with AFL’s craft unions, in 
non-prefab work. California archts. are 
conducting a Home Planners Institute. 
Protestant denominations will spend 
over $500,000,000 om churches after the 
war, L, Morgan Yest, editor of Small 
Homes Guide, has debate therein with 
our William Roger Greeley, trying to 
convince latter that architects should 
do more “direct” or personally-promoted 


advertising. 
* 


* + 

BOSTON—Charles D. Maginnis, F. A. 
LA, is mentioned, along with Arch- 
bishop Spellman to succeed the late 
Alfred E, Smith as the American rep- 
resentative on the committee to protect 
Europe's historical and religious monu- 
ments. 


$^! P 

CAMBRIDGE—The Cambridge Sen- 
tinel of Oct. 7 says editorially: 

"The Council was ruffled at its meet- 
ing last week over a School Board pro- 
posal to hire an architect to make a 
school building survey. Incidentally, 
why couldn't the Superintendent of 
Public Buildings do it, if it is needful? 
It would seem to be within the scope of 
his capacity. 

"However, with a large program of 
postwar city building in the offing why 
would it not be practical to do what 
many up-to-date western cities have 
been doing and create an office of City 
Architect, who could be called on to 
act in a blue pfint way, when needed, 
just as the City Solicitor does, when le- 
gal problems arise. 

"Would it not be cheaper to get an 
architect at a stated salary to act when 
wanted, than to give an outside architect 
the 6 per cent gross fee, customary when 
the profession is engaged? With the 
magnified building of the Russell and 
Lyons mayor regimes, how many thou- 
sands would have been saved, if a city 
architect could have blue printed all of 
these added city edifices, that cost into 
the millions. If it is sound poliey to 
have a legal department to handle city 
law problems why would it not be 
bright and saving to put architect serv- 
ice on the samé permanent basis? Our 
civic lawyers are part time servants, 
attending to their own office practice, 
when not engaged in city work. A city 
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MINNESOTA'S TUSLER URGES 


HOME PLANNING 


While they are busy with immediate 
priority jobs, architects in the North- 
west have been taking on postwar plan- 
ning of many projects. Industrial build- 
ings, commercial plants and airports are 
in their plan files. Churches, school 
buildings, dormitories and hosiptals are 
receiving much attention, for accumu- 
lated funds, piled up during war years, 
are sufficient to cover the cost of many 
of these institutional projects, 

Laggard are the home planners—peo- 
ple who will build in the Minneapolis 
territory alone an estimated 23,000 post- 

LT. COL. ASO W. K. BILLINGS, in 
civilian life, a Boston architect is run- 
ning a German city as a civilian affairs 
officer. It is the little city of Rotgen, 
close to the Belgian border. 

The American manager of the first 
occupied city of the reich speaks no 
German, but he has a corps of inter- 
preters and since they have actually 
gotten into Germany most of the G., Is 
in Rotgen are volunteering for duty as 
interpreters. They have picked up a 
smattering of German. 


CAMDEN, N, J.—Seymour Williams, 
architect for the State Board of Educa- 
tion, was the speaker Oct. 6 at the reg- 
ular meeting of the West Jersey Society 
of Architects at Haddon House, East 
Kings Highway and Potter St., Haddon- 
field. Also scheduled to speak was H. 
McKim Steele, newly named chief arch- 
itect of the Federal Housing Authority 
for the Camden area. Louis Goettelman, 
president of the group, directed the 
meeting. 


architect could be hired on a simliar 
basis. If curious, find what it cost to 
erect city buildings during the Russell, 
Lynch, Lyons regimes, and discover 
what architects collected on a 6 per ceni 
overall estimate. The amount will stag- 
ger an interested taxpayer." 

Editor's Note: The Sentinel editor 
takes much for granted in assuming 
that a city is bound to save money by 
being its own architect. What he might 
well have suggested is research into 
what it has cost cities to do their own 
work. Where this has been entered 
into to any considerable extent it has 
been claimed that taxpayers' money was 
saved. However, if this is so, why is it 
so difficult to obtain such figures? If 
these facts were known they would be 
“staggering.” Why not, indeed, be its 
own butcher, baker and candlestick 
maker? That should save considerable 
also by eliminating the cost of tax col- 
lection. 


NOW 


war homes, Relatively few home plans 
have been requested, and even archi- 
tects specializing in small homes have a 
minimum of such plans on order. 

About these people W. H. Tusler, 
president of the Minnesota Association 
of Architects, says, “At the time restric- 
tions are removed we feel that the me- 
chanics, architects, contractors and 
builders will be so loaded with work 
that the best service cannot be obtained 
in a reasonable time. The shortage of 
materials and building labor will cause 
an increase in price within six months 
or a year after the release of priorities, 
and for this reason we are urging clients 
to have drawings and specifications 
made so as to be in a position to pro- 
ceed with work immediately." 

The Minneapolis Daily Times is run- 
ning a series of 24 articles on postwar 
planning, participated in by leading 
civic minded citizens, including Mr. 
Tusler, 

* * + 

“Citizens of Minnesota have reason,” 
states an editorial in the Thief River, 
Minn, Times, “to be proud of their beau- 
tiful state capitol." From an architectu- 
ral standpoint it is recognized as one of 
the masterpieces of design and con- 
struction in the country. Unfortunately 
however, the plans of Cass Gilbert were 
never completed. The approaches to the 
building which he envisioned were as 
important a part of his plan as the 
building itself and nothing has been 
done to make his dream a reality . Per- 
haps it is too late now to follow his sug- 
gestions in detail but it is not too late 
to adopt a plan of beautification that 
over a period of years will gradually 
bring about an improvement in the sur- 
roundings, The important thing now is 
that a plan be adopted, establishing a 
zone in which construction can be con- 
‘trolled, making it possible for private 
builders to cooperate with the city of 
St. Paul and the State in bringing about 
an ultimate result we will all be proud 
of. 

* * * 

Something new in the way of banking 
has been developed by Northwestern 
National bank of Minneapolis, and re- 
vealed to the public in connection with 
the new Home Institute, 

It consists of a complete service foi 
the prospective home builder. On dis- 
play are various products which go into 
construction of a home, plans for build- 
ers, list of architects and contractors, 
and cross-cut walls, roofs and founda- 
tions to provide an idea of “what's in- 
side.” 

In addition, the bank is showing com- 
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plete homes in miniature as well as 
full-sized model kitchens and other 
rooms, The exhibit will be changed 
each 30 days in order to allow different 
manufacturers opportunity to display 
their products. 

The bank also plans to finance some 
construction and to assist prospective 
home-builders with a monthly saving 
program to provide the necessary down 
payment. 

* * * 

ALBERT O. LARSON, A.LA., writing 
in the Minneapolis Daily Times, says 
“Thanks for your comments on modern 
architecture. We are of the same opin- 
ion. The modernists would discard all 
that has gone before in art. music and 
architecture, leaving nothing but an 
empty shell, which they call ‘modern’, 
for want of a better name. Actually, all 
the elements of design are lacking, It 
is but a passing spasm, just as was the 
air flow car a few years ago. Most mod- 
ern design can be attributed to just 
plain laziness,” 


A.LA. PRESIDENT ASHTON 
SPEAKS TO N.Y. CHAPTER 


On the evening of Sept. 26 Raymond 
J. Ashton, of Salt Lake City, spoke to a 
joint meeting of architects under the 
sponsorship of the New York Chapter, 
A.LA. Edgar I. Williams, regional di- 
rector, introduced the 
speaker. 

President Ashton 
made a very sincere 
plea for greater unity 
within the profession 
and among the vari- 
ous factors that make 
it effective. He im- 
presses his hearers 
with the necessity of 

working together as a Mr. Ashton 
team and of giving due credit to all fac- 
tors—designer, engineer and business 
administrator—for all three are essen- 
tial to the successful creation of a build- 
ing. “It is their team work that counts," 
he said. 

*Mutual respect and cordial coopera- 
lion are needed, a real unity in work- 
ing toward the desired end, that end 
being a building that fulfills its function 
and satisfies the client in structure and 
in cost, all three. If architecture is to 
do its part in the postwar work, archi- 
tectural firms must accept the responsi- 
bility for all three of these elements 
which make for a successful project. 
Theretore, there must be a unity of pur- 
pose and of action, each doing his part 
as the member of the team and not as 
a prima donna," Through personal rem- 
iniscences he brought out the fact that 
the architect who will stand up for his 
rights is the most respected by his cli- 
ents and the public. 


PROPOSED 
UNIVERSITY 
OF 
MINNESOTA 
THEATRE 


At the close of Mr. Ashton's speech, 
Williams, chairman of the meeting, 
called on the presidents of the various 
societies represented. 

PA A 

MANHATTAN—Construction plans 
are rolling from the drawing boards of 
architects and engineers in a volume 
that heralds a national postwar building 
boom. More than one-and-a-quarter 
billion dollars worth of projects in New 
York City alone is awaiting the go- 
ahead signal, 

Since D-day more than $80,000,000 in 
new skyscrapers, large apartment build- 
ings and other structures have been 
planned for Manhattan island. This pri- 
vately sponsored construction together 
with previously announced plans and 
pending public works gives New York a 
job-creating budget to get back to nor- 
mal work as soon as the war is ended. 


ex HO 


A. panel of experts is being organized 
to make “a careful objective, technical 
investigation of the proposed amend- 
ments to the city's zoning laws," mem- 
bers of the Citizens Zoning Committee 
were informed at a meeting Oct. 16. 
The committee is opposing the proposed 
amendments through its membership of 
forty-three trade, civic and labor or- 
ganizations, representing 300,000 per- 
sons, 

Among those who will serve on the 
panel are William Lamb, Matthew Del 

See NEW YORK, Page 13 
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One of the first postwar buildings to 
be erected at the University of Minne- 
sota will be a new $500,000 theatre, if 
present plans mature. This is not an- 
other all-purpose auditorium or Union 
building but a plant especially designed 
for the production and presentation of 
living theatre. 

The architect, Professor Roy Jones, 
in conference with the staff of the Uni- 
versity theatre, has incorporated out- 
standing features of several existing 
playhouses and added a few refinements 
of his own. 

The basic plan—a large theatre and 
a small theatre, both adiacent to the 
same shops, lobby and offices— closely 
resembles the Cleveland Playhouse 
The use of a revolving stage with steel 
tracks for wagons is borrowed from 
Iowa. The glass brick walls for the shop 
should be credited to Wisconsin. 


ST. LOUIS, MO.—The postwar\ out- 
look for the construction industry will 
be the subject of an address by George 
H. Miehls, Vice President of Albert 
Kahn Associated Architects and Engi- 
neers, Inc. of Detroit, at a luncheon 
meeting of the St, Louis Chamber of 
Commerce's Manufacturers and Con- 
struction Industries Committees, Tues- 
day, Oct. 17, to be held at Hotel DeSoto, 
St. Louis, Mo. Mr. Miehls’ talk will in- 
clude predictions of postwar activities 
in the construction industry. 
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(Continued from Page 12) 
W. Gaudio, Carl Vollmer, Adolph Gold- 
berg, president of the Brooklyn Chapter, 
AILA., and Ralph Walker. 

S. F, Voorhees, a member of the steer- 
ing committee, said that one of the ob- 
jectives would be to examine existing 
plans recently filed under the present 
zoning laws and compare them with 
plans as they would have to be drawn 
under the proposed amendments. 

* + c5 

ROBERT T. LYONS, architect, asso- 
ciated for the past two years with the 
Federal Housing Authority, has re- 
sumed private practice with a tempo- 
rary office at 505 Fifth Ave.. New York. 

+ + s 

B. H. WHINSTON, architect, has re- 
opened offices at 465 Lexington avenue. 
Located at 6 East 64th St. for eighteen 
years, Mr. Whinston has been engaged 
in war construction projects for the 
past three years. 

t + + 

The Murray Hill Hotel, at Park Ave. 
and Fortieth St., will be replaced after 
the war with a thirty-story office build- 
ing costing $7,500,000, Fly J. Kahn is the 
architect for the new structure 


BUFFALO CHAPTER SPON- 
SORS PLANNING FORUM 


"City planning must start from the 
human point of view," declared Eliel 
Saarinen, noted Finnish architect, Oct. 
11, in the Albright Art Gallery at a 
forum sponsored by the Buffalo Chap- 
ter, AILA., and the Art Gallery. Mr. 
Saarinen, one of the designers of Klein- 
hans Music Hall, discussed “The Phi- 
losophy of City Planning" at the first 
of four meetings at which men prom- 
inent in the field of city planning and 
neighborhood redevelopment will speak. 

“It is not difficult to make a physical 
plan of a city," said Mr. Saarinen, “The 
difficult part is to make the people who 
will live in that city a part of the plan. 
They must be made to realize that with- 
out their help the project will fail." 

Mr. Saarinen said that in Stockholm 
mothers and children had a share in the 
planning of homes and communities in 
which they were to live and that such 
humanizing of city planning made for 
better results than if the planners had 
not consulted future tenants of the res- 
idential sections, . 

Other prorgams scheduled include 
Eugenio G. Faludi, Oct. 18; Arthur C. 
Holden, Oct. 25; Ladislas Segoe, Nov. 8. 
The program was arranged by James W 
Kideney, Chapter Chairman of Public 
Relations. A UT: 

BUFFALO—Maj. Albert Hart Hop- 
kins, 59, noted Buffalo architect, died in 
Emergency Hospital soon after he was 


OCTOBER 31, 1944 


taken ill at Central Terminal on Oct. 12. 

Maj. Hopkins, who joined the Army 
Engineers Corps and was assigned to 
Syracuse, N. Y. two years ago, was 
born in Utica, N. Y., and reared here. 
He designed the Buffalo Athletie Club, 
the Genesee Building and many of the 
city's large homes. 


ROCHESTER DISCUSSES 
HOUSING, SOLAR HOUSE 


The fall meeting of the Central New 
York Chapter, A.LA., took place on Oct. 
14. The afternoon discussions centered 
around public housing. 

Speakers were Sergi Grimm, secre- 
tary and executive director of Syracuse 
Housing authority; Syracuse; Ira S. 
Robbins, New York, state deputy hous- 
ing commissioner; and Warren W, Al- 
len, assistant vice-president and man- 
ager of the mortgage and real estate 
department, Lincoln-Alliance Bank & 
Trust Co., Rochester. 

Kx 

Rochester Society of Architects heard 
a talk on solar housing by H. M. Sloan, 
on Oct. 18. Sloan, who has constructed 
many solar houses, illustrated with a 
sound slide film in color called “Day- 
light Engineering in the Home of To- 
morrow." Representatives from banks 
and the Rochester Real Estate Board 
attended. 

* + s 

WESTCHESTER COUNTY SOCIETY 
OF ARCHITECTS met in White Plains, 
N. Y., on Oct. 11. The proposed merger 
with the American Institute of Archi- 
tects was discussed. 

CHAPEL HILL, N. C—An unusual 
exhibition of photographs of medieval 
architecture and sculpture opened Oct. 
8, in Person Hall Art Gallery at the 
University of North Carolina in Chapel 
Hill. 

The exhibition is called “Burgundian 
and Cistercian Architecture and Sculp- 
ture from 950 to 1150” by its creator, 
Miss Elizabeth Sunderland of the Duke 
University Art Department. 

Miss Sunderland made this series of 
photographs in France where she stud- 
ied for her doctorate. 

The exhibition has just been shown at 
Pontigny, a session of scholars at Mount 
Holyoke College, and its display here 
is only the second showing outside Duke 
University. 

Miss Sunderland gave a gallery talk 
here on Sunday, Oct, 15. 

* 2 * 

HIGH POINT, N. C.—Louis F. Voor- 
hees, A.LA., has returned to his home in 
High Point after spending two and a 
half years in Georgia and more recently 
in Tennessee on essential war work. 
A resident of High Point for the past 26 


years, he is a member of the architectu- 
ral firm of Voorhees and Everhart and 
will reopen the firm's offices in the 
Wachovia Bank building. The other 
member, Eccles D. Everhart, A.LA,, is 
completing an assignment at the 
Charleston Navy yard, and is expected 
to return to High Point soon. Voorhees 
and Everhart are architects for the pro- 
posed addition to the Exhibition build- 
ing which will double its size. 


CINCINNATI'S MEACHAM 
SPEAKS AT MUSEUM 


Standish Meacham, president of the 
Cincinnati Chapter, A.LA., spoke at the 
Cincinnati Art Museum on Oct. 6. His 
subject was on “European Influences 
Found in Colonial American Architec- 
ture,” a lecture related to the exhibi- 
tion of Mrs. James Ward Thorne’s 
“American Rooms in Miniature” now 
on view at the Museum. 

Mr. Meacham was graduated from the 
Yale University School of Architecture, 
and during his stay in Connecticut he 
spent considerable time studying the 
early colonial architecture of New Eng- 
land. He is a member of the firm of 
Rapp & Meacham, which has designed 
a number of colonial residences, both 
large and small, in and about Cin- 
cinnati. 

Mr. Meacham is also president of the 
Cincinnati Section of the Architects 
Society of Ohio, and president of the 
Better Housing League. He is associate 
architect on the Laurel Homes and Lin- 
coln Court projects. 


Joseph G. Steinkamp, A.LA., veteran 
architect, who designed the American 
Building, Mercantile Library Building 
and a number of churches, has resumed 
practice in Cincinnati. Steinkamp 
closed his office at the beginning of 
the war and went into other work. He 
is located in the Prout Building, 800 
Glenway Avenue, where he is preparing 
plans for several postwar projects. 

E X35 w 

Over eighty southern Ohio architects 
and guests attended the last meeting of 
the Producers' Council, held at the Ho- 
tel Gibson, Wednesday evening, Sept. 
27, when they heard a very interesting 
explanation of solar heating for postwar 
homes. 

The informational meeting, arranged 
in conjunction with the Libbey-Owens- 
Ford Glass Co., featured a sound slide 
film on “Daylight Engineering in the 
Homes of Tomorrow," with emphasis on 
Thermopane the double glass unit 
which plays an important roll in solar 
architecture, 

H. M. Sloan, prominent Chicago 
builder, who built seventeen solar 
homes, and now is special sales repre- 
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sentative of the Libbey-Owens-Ford 
Glass Co., gave a very interesting ex- 
planatory talk in connection with the 
movie on the uses of insulated glass. 

+ + + 

TOLEDO—A plan for a new Union 
Station to cost an estimated $2,500,000 
will be presented within two months to 
the Ohio Public Utilities Commission 
for its study, the Chamber of Commerce 
has announced. 

The plan, as drafted by Bellman, Gil- 
lett & Richards, architects, with the co- 
operation of Charles Hatch, secretary of 
the City-County Planning Commission 
and Paul Robinette, City traffic engi- 
neer, is designed to cover the present 
station site. 

+ * + 

Arthur H. Brewer, New York, has 
joined the staff of Bellman, Gillett and 
Richards, Toledo architects, as head of 
the firm's structural engineering de- 
partment. 

Mr. Brewer's experience covers a long 
period and many large and important 
projects, including industrial plants, 
commercial buildings, hotels, such as 
the Stevens and Palmer House in Chi- 
cago and the Statler in Washington, 
while in the employ of Holabird and 
Root of Chicago. For the war effort he 

- served as civil engineer, structural de- 
partment head for the $19,000,000 Scioto 
ordnance project at Marion and in other 
projects. 

$i s 

Toledo's City Plan Commission has 
released a comprehensive plan showing 
what the Civic Center should look like 
when completed. It includes a sketch of 
the proposed Memorial Hall. 

The architectural firm of Britsch and 


Munger has drawn up a plan for the 
proposed Memorial Hall, with an audi- 
torium capacity of 3,500 persons, and 
that plan now has been added to the 
Civie Center general scheme, Carl 
Britsch is architect for the American 
Legion. 

CLEVELAND-—Executives of Case 
School of Applied Science appeared 
before city officials to outline the 
school's plans for a $3,000,000 to $4,- 
000,000 expansion program, which is to 
be carried out in part upon a seven- 
acre plot for whieh the city now holds 
the deed. Walker & Weeks are archi- 
tects. 

E x 

Francis R. Bacon, Dean of the School 
of Architecture, Western Reserve Uni- 
versity, was a contribution to the Cleve- 
land Press of Oct. 16. His article dealt 
with the relationship between good 
home building and the employment of 
an architect. 

* * + 

COLUMBUS, 0.—Mayor Rhodes has 
called a meeting of artists, architects, 
officials of the Gallery of Fine Arts and 
other interested persons to discuss a 
proposal to establish  a"jury" to pass 
on all publie improvements while they 
still are in the planning stage. 

ET wm 

MARTIN'S FERRY, OHIO —Frederick 
Faris, AILA., of Wheeling, West Vir- 
ginia, addressed a meeting of the 
Schooner Club here on Oct. 8. His 
subject was "Postwar Homes." 

* * + 

EATON, O.—Harvey H. Hiestand, 72, 
an associate professor at Miami Univer- 
sity at Oxford and widely known archi- 


tect, died at his home here Oct. 9. 

Among the buildings he designed are 
the Columbus federal building, the Sin- 
ton Hotel in Cincinnati, The Columbus 
Dispatch Building and the capitol 
building in Frankfort, Kentucky. 

Mr. Hiestand traveled extensively in 
Europe and lived for a time in Rome 
and in Sicily. 

"n 

EUGENE, OREGON—T ota! enroll- 
ment in the school of architecture and 
allied arts has increased 40 per cent 
over the figure recorded last fall, a 
bulletin from the office of E. F. Law- 
rence, F.A.LA, dean of the school, 
revealed. 

Dean Lawrence also pointed out a 22 
per cent increase over last year in the 
number of out-of-state students major- 
ing in the department. 

THE TENNESSEE ARCHITECT: “The 
Weekly Bulletin of the Michigan So- 
ciety of Architects has gone national 
and will be distributed to all registered 
architects in the U. S. after the first 
of the year. This is front-page news for 
regular readers of the Bulletin, and 
the MSA is to be commended for its 
generous action.” Guy Parham, Jr. is 
Editor; Harry B. Tour, President of the 
Tenn. Chapter. 


THE SEATTLE CHAPTER, A.LA. 
held a dinner meeting on Oct. 5. Tal- 
bott Wegg, A.LA., assistant director for 
development of the federal public hous- 
ing administration, and Joshua Vogel, 
A.LA. consultant on city planning, 
spoke on "City Planning Procedure" 
and "How to Develop a City Plan." 
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Fire Protection Engineers and Contractors 
Automatic Sprinkler Systems 
ALSO A COMPLETE LINE OF PRE-ACTION DEVICES 


'THE ESSLINGER-MISCH CO. 


General Builders 


1125 East Milwaukee Avenue 


159 East Columbia Street 
DETROIT, MICHIGAN 


RAndolph 7021 


MAdison 4230 DETROIT 


CONCRETE FOR ALL PURPOSES 


Specialists in 


Transit Mixed Concrete Company 


"OLDEST CONCRETE CO. IN MICHIGAN" 
Slag Concrete - Lighter in Weight - Stronger by Test 


832 CARY STREET Vinewood 1-4440 


Koenig Coal & Supply Co. 
Certified Concrete | 
CONCRETE — FUEL OIL — COAL 


Main Office: 1486 Gratiot Ave. CAdillac 1584 


CAdillac 4890 


CLASSIFIED 


: " BRAUN LUMBER CORP. ^ TO. 8.0320 Davison & G.TR.R. 
F. H. Martin Construction Co. F. M. SIBLEY LUMBER COMPANY — 6460 
Avenue, Fltzroy 5100. 
RESTRICK LUMBER 
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Kercheval 


955 E. Jefferson Avenue COMPANY — 14400 Wyoming 


Detroit, Michigan 
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NELSON COMPANY 


Plumbing, Heating and Air Conditioning Supplies 
Wholesale 
ice play Roorr 

2604 FOURTH AVE. BASS PHONE RA. 4182 


Royal Oak — Grosse Pointe — Ann Arbor 


] 
CINDER ck = | | STANDARD COTTON INSULATION 


é f 
9303 Hubbell Avenue INC Greater Heat Resistance 
Bet. Chicago and Joy e €^ Varmin «Prost 


* Moisture Proof 


* Best at Lowest Cost 


JOHN H. FREEMAN 


Finish Har ware “STANDARD COTTON” insulation is the only ALL 
ENCLOSED cotton blanket-type insulation. 
Specify it by name. 


Tests Prove Greater Efficiency of Cotton 


Architects Bldg. Phone 
Detroit | TEmple 1-6760 


Warren Fibre Products Co. | … 


Members American Society Architectural 1040 W. BALTIMORE DETROIT 2, MICHIGAN 
Hardware Consultants Phone TRinity 1-4030 


THE TOLEDO 
PLATE & WINDOW GLASS CO. With our many years of experience and 


newly-acquired craftsmanship resulting 
from our war contracts, we will be in an 
even better position to serve on peace- 


WEAVER- WALL. ‘Asphalt Shingles time construction when hostilities have 
ceased. 
ASBESTOS LTD. "bud Siding 


Glass Jobbers & Glazing Contractors 


Warehouses 


Detroit Grand Rapids Cleveland Toledo 


AIR aa Moynahan Metals | | 
COMPRESSORS SSSR ah Company 


2658 Porter Avenue 


A. Detroit 16, Michigan 
Portable — FOR RENT 
60 to 500 cu. ft.—By Day, Week or Month— 
All Accessories Furnished 


W. H. ANDERSON CO, INC. Lafayette 1316 


m Detroit, Michigan 
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BRONZE COMPANY 


Aliays Forward 


WITH DESIGNS, TECHNICS 

AND MANUFACTURING 

FACILITIES TO ASSIST 

YOU IN THE PLANNING 
OF 


POSTWAR WORK 


ORNAMENTAL METALS 


CUSTOM HARDWARE 


MISCELLANEOUS IRON 


9071 ALPINE AVENUE * DETROIT 4, U.S.A. 


AH-H-H! PERFECTION! 


And it is much easier to attain "perfection" 
in cooking—with Gas. Quick starting, absolute 
control of the required heat intensity and immed- 
iate cut-off of fuel, when the job is finished, saves 


time and assures economy in operation. 


Now some wartime restrictions on the purchase 
of commercial gas cooking equipment are revoked. 
Deliveries may be slow for some time but we can 
probably help you get what you need. Ask your 


dealer or call our Mr. Hampton. 


NOW! A New No-Leak Method 


For Glazing Wood Sash 


Excellent Ideal for 
for Sash All Outside 
Manufacturers Glazing 


_ Out of the Plastic Products Labora- 


tory has come a revolutionary ad- 
vance in glazing wood sash—a better 


D method and a better material. The 


* glass is bedded in Plastoid Elastic 
À Bedding Cement making a rubbery 
bond that will allow for all contrac: 
tion and expansion and absolutely 
prevent leaks. Then the facing is ap- 
plied in the usual way, with Glaza- 
Wood. The method and the materia! 
produce no-leak glazing, and elim- 


inate the other faults characteristic 


descriptive literature. 


of the old procedure . . 


. Write for 


PROVEN BEST BY ACTUAL TEST 


LASTIC PRODUCTS C 


ENERAL OFFICE 6481 GE VENUE 


Gon 


For complete details see Sweet's Catalog, Vol. 18, Page 13 


MICHIGAN CONSOLIDATED GAS COMPANY 
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